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PREFACE 


This  report  presents  a  list  of  computer  programs  compiled  at  the 
U.  S.  Army  Engineer  Waterways  Experiment  Station  (WES)  as  part  of  the 
normal  operation  of  the  joint  WES  and  U.  S.  Army  Engineer  Division, 

Lower  Mississippi  Valley  (LMVD) ,  Computer  Center  for  fiscal  years  1980 
and  1981. 

The  list  was  compiled  and  this  report  prepared  by  Dr.  N.  Radha- 
krishnan  and  Mr.  Paul  K.  Senter,  Automatic  Data  Processing  (ADP)  Center, 
based  on  input  received  from  the  LMVD  Districts  and  from  the  WES  labora¬ 
tories.  Gratitude  is  expressed  to  these  offices  for  their  cooperation 
in  the  effort.  LMVD  technical  contact  for  this  work  was  Mr.  Tony  Young, 
Geology,  Soils  and  Materials  Branch.  Mr.  Donald  L.  Neumann  was  Chief 
of  the  ADP  Center  during  the  performance  of  the  work. 

Director  of  WES  during  the  period  of  the  work  was  COL  N.  P. 
Conover,  CE.  Technical  Director  was  Mr.  F.  R.  Brown. 
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LIST  OF  SOILS.  SOIL-STRUCTURE  INTERACTION 
AND  OTHER  RELATED  COMPUTER  PROGRAMS 
AVAILABLE  FOR  LMVD  ENGINEERS 


PART  I:  INTRODUCTION 

History  of  Program  List 

1.  In  June  1975,  the  Automatic  Data  Processing  (ADP)  Center  of 
the  U.  S.  Army  Engineer  Waterways  Experiment  Station  (V7ES)  published  for 
the  U.  S.  Army  Engineer  Division,  Lower  Mississippi  Valley  (LMVD),  a 
list  of  soils,  structures,  soil-structure  interaction,  and  other  related 
computer  programs  available  for  LMVD  engineers.  In  February  1978,  a 
more  comprehensive  list  of  available  structures  programs  was  published 
as  WES  Technical  Report  K-78-1,  "List  of  Computer  Programs  for  Computer- 
Aided  Structural  Engineering."  During  the  5  years  since  the  original 
list  of  soils  programs  was  introduced,  a  number  of  other  useful  programs 
have  become  available.  This  is  especially  true  in  the  case  of  programs 
with  computer  graphics  capabilities,  which  have  become  more  prevalent 

in  the  Corps.  It  has  also  become  evident  that  some  of  the  programs 
need  to  be  deleted  from  the  original  list. 

2.  This  new  list  is  the  product  of  omitting  the  structures  pro¬ 
grams  and  updating  and  rearranging  the  original  list.  As  an  additional 
feature,  abstracts  of  some  of  the  listed  programs  are  included  in  Part 
III  of  this  report. 


Subject  Groupings 


3.  The  programs  have  been  grouped  under  the  following  subject 
groupings  in  Part  II  of  this  report: 

1.  T-Walls 

2.  Slope  Stability 

3.  Piles,  Sheet  Piles  &  Cells 

4.  Seepage 

5.  Stress  Computation,  Settlement,  &  Consolidation 


6.  Piezometer  Data 

7.  Instrumentation  &  Laboratory  Data 

8.  Plotting  Programs 

9.  Finite  Element  Method/Finite  Difference 

10.  Earthquakes  &  Dynamics 

11.  Others 


Abstracts 


4.  The  computer  program  abstracts  that  are  included  in  Part  III 
are  arranged  by  the  same  subject  groupings. 


Abbreviations 


5.  Abbreviations  of  computer  systems  or  equipment  used  in  this 
report  are  defined  as  follows: 


BCS 

~ 

Boeing  Computer  Services  Corporation  Control  Data 
computers 

CARDIN 

Subsystem  on  Honeywell  that  allows  submission  of 
jobs  from  time-sharing  for  batch  processing 

H-635 

The  WES  Honeywell  G635  computer 

0PM 

- 

Office  of  Personnel  Management  Honeywell  6000 
series  computer  located  at  Macon,  Ga. 

TEK 

4051  - 

Tektronix  computer  screen,  desktop  graphics 
compatibility  system 

TEK 

4081  - 

Tektronix  computer  graphics  system 

TEK 

4662  - 

Tektronix  interactive  digital  plotter 

TEK 

4907  - 

Tektronix  file  management  system  to  allow  off-line 
digitizing  using  Tektronix  4014  graphics  terminal 
with  option  5 

TSS 

- 

Time-sharing  system 

Additional  Information 


6.  Programs  that  are  part  of  the  Conversationally  Oriented  Real- 
Time  Program-Generating  System  (CORPS)  library,  the  WES  computer  program 
library  (WESLIB),  the  Engineering  Computer  Program  Library  (ECPL) ,  or  a 


r' 


District  library  are  so  noted  in  the  list.  Documentation  of  the  programs 
in  the  ECPL  can  be  obtained  from  the  Technical  Information  Center  at  WES 
(phone:  601-634-2581  or  FTS  542-2581). 

7.  Program  information  is  also  available  from  the  individuals 
listed  in  the  "Author/Contact"  column  of  the  list.  General  information 
on  all  the  programs  can  also  be  obtained  from  the  Computer-Aided  Design 
Group,  ADP  Center,  WES  (phone:  601-634-2568  or  FTS  542-2568). 
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PART  II:  LIST  OF  AVAILABLE  PROGRAMS 
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|  ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 

- 1 

|  TITLE  OF  PROGRAM 

|  TWDA  -  T-Wall  Design  Analysis  (CORPS  No.  X0053) 

PROGRAM  NO  1 

713-F3-R0-027 

PREPARING  AGENCY 

U.  S.  Army  Engineer  Waterways  Experiment  Station,  ADP  Center, 

CADG 

authohisi  A  price ,  Robert  L. 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  | 

Hall,  Reed  L.  Mosher,  H.  Jones  & 

PHASE 

STAGE 

M.  George _ _ _ 

June  1980 

Operational 

A  PURPOSE  OF  PROGRAM 

Analysis  or  design  of  an  inverted-T  wall  subjected  to  retaining  wall  and/or 
floodwall  loadings.  Design  comparisons  for  finding  the  most  economical  combi¬ 
nation  of  base  embedment,  key  length,  base  width,  and  base  slope  are  based  on 
construction  cost  of  excavation,  concrete,  and  backfill.  Performs  stability 
analysis  or  design  and  structural  analysis  or  design.  Conforms  to  Engineer 
Manual  1110-2-2501,  EM  1110-2-2505,  and  other  Corps  of  Engineers  standards. 


B.  PROGRAM  SPECIFICATIONS 


The  program  is  written  in  FORTRAN  IV.  The  graphics  display  option  uses  the 
Graphics  Compatibility  System  (GCS). 


c.  METHODS 

Active  earth  pressures  may  be  calculated  by  Coulomb's  equations  or  by  the  in¬ 
cremental  wedge  method.  The  program  is  highly  interactive,  following  a 
computer-aided  design  methodology.  The  analysis  procedure  considers  overturn¬ 
ing,  sliding,  and  bearing  pressure,  relative  to  the  soil  iumediately  adjacent 
to  the  wall.  Earthquake  effects  are  included.  Stress  design  includes  determi¬ 
nation  of  reinforcement. 


D  EQUIPMENT  DETAILS 

Time-sharing  mainframe  computer  (overlaid  for  49k  words  of  main  memory). 

Time-sharing  terminal  -  Tektronix  4014  needed  for  graphic  display  option.  Rest 
of  program  may  be  run  on  any  interactive  terminal. 

Remote  high-speed  job  entry  terminal  (COPE,  etc.) 


E.  INPUT-OUTPUT 

Input  is  by  time-sharing  keyboard,  either  directly  or  via  data  files.  Inter¬ 
mediate  data  are  stored  in  disc  files.  Output  is  to  the  time-sharing  terminal 
and/or  to  a  high-speed  computer  terminal. 


f  additional  remarks  This  program  was  written  under  the  auspices  of  the  OCE  Com¬ 
puter-Aided  Structural  Engineering  (CASE)  Project  Task  Group  on  T-Walls  and  the 
LMVD  Computer-Aided  Structural  Design  (CASD)  Comnittee.  Call  W.  A.  Price,  FTS: 
542-3645,  for  more  information.  Available  publications  include  the  Basic  User's 
Guide,  the  User's  Reference  Manual ,  and  the  Program  Validation  Manual.  They 
are  available  from  the  ECPL  of  the  WES  Technical  Information  Center.  Documen¬ 
tation  of  the  program  specifications  is  available  from  LMVD. 
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|  EL  ECTHONiC  COMPUTER  PROGRAM  ABSTRACT  ] 

1  TITLE  OF  PROGRAM 

|  MASTER  STABILITY  ANALYSIS 

PROGRAM  NO.  I 

741 -X6-A2-520 

PREPARING  AGENCY 

USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans 

.  LA 

70160 

AUTHORISI .  ,  .  lOATE  PROGRAM  COMPLETED 

L.H.  Manson,  converted  to 

Boeing  Computer  Services  by  K.  ,Q7Q 

-Broussard  _ 1 _ 1  0ct  1978 

STATUS  OF  PROGRAM  | 

PHASE 

Mod  2 

STAGE 

Aug  1978 

A.  PURPOSE  OF  PROGRAM 


The  program  performs  the  stability  analysis  used  to  help  determine  the 
critical  profile  of  any  natural  or  man-made  earth  slope  embankment  for  which 
shear  failure  could  occur  along  a  surface  approximated  by  a  series  of  planes. 
It  uses  the  wedge  method  of  stability  analysis  to  design  either  a  minimum 
section,  berm,  or  revetment  foundation  thru  an  iterative  procedure. 


B.  program  specifications  The  program  is  wri tten  in  the  CYBER  175  FORTRAN  Extended 
language.  The  program  is  limited  to  a  maximum  of  16  profiles  with  47  coordin¬ 
ates  each.  Cohesion  at  the  center  and  bottom  of  each  stratum  and  the  unit 
weight  for  each  stratum  can  vary  horizontally  and  linearly  between  two  boring 
locations.  The  assumed  failure  surface  is  a  combination  of  active  and  passive 
wedges  with  the  central  sliding  block  chosen  to  conform  to  stratification  which 
does  not  have  to  be  horizontal.  The  program  is  designed  so  the  user  may  check 

anv  stratum  nr  any  elevation  within  that  stratum. _ _ _ 

c.  methods  The  program  uses  an  iterative  procedure  to  help  determine  the  critical 
profile.  The  program  uses  the  Method  of  Wedges  in  which  soil  mass  is  divided 
into  three  segments:  an  active  wedge,  a  central  block,  and  a  passive  wedge. 

The  assumed  failure  plane  for  the  active  and  passive  wedges  are  inclined 
45°-0/2  and  45°+0/2,  respectively,  with  the  vertical  boundaries  assumed  at  the 
central  block.  The  forces  on  each  segment  are  considered  separately.  The 
factor  of  safety  is  computed  with  respect  to  the  shear  strength  of  the  soils 
and  is  the  summation  of  horizontal  resisting  forces  (RA+RB+RP)  divided  by  the 
summation  of  the  horizontal  driving  forces  1 DA+DB-DP) . _ 

D.  EQUIPMENT  DETAILS 

The  program  requires  a  computer  system  similar  to  the  Boeing  Computer  Services' 
CYBER  175  system  and  is  executed  from  a  low  speed  remote  data  terminal. 


e.  input-output input  is:  Code  for  type  of  analysis:  regular  stability, 
stability  with  berm,  revetment  analysis  (1  set  strengths)  or  (2  set  strengths); 
boring  locations,  safety  factor,  coordinates  of  start  of  slope  cut,  starting 
slope;  soil  properties:  friction  angle,  unit  weight,  cohesion  at  center  and 
bottom  of  each  stratum;  Cartesian  coordinates  of  defining  stratum  profile 
points;  active  and  passive  wedge  info  and  options  for  strata  checked.  Output 
consists  of  the  complete  driving  and  resistance  forces  and  safety  factor  for 

wedge  1  orations  rhprkpd.  _ 

F  additional  remarks  ~ 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM  PROGRAM  NO. 

10013  -  Slip  Circle  Mon*  Stability  With  Side  Forres _ 741 -T 1  -FSmn 

PREPARING  AGENCY 

Waterways  Experiment  SfaMnn.  ADP  Center _ 


AUTHOR(S) 

DATE  PROGRAM  COMPLETED 

status  OF  PROGRAM 

a  A.  Spaulding 

PHASE 

STAGE 

St.  Paul  District 

A.  PURPOSE  OF  PROGRAM 


Performs  Slip  Circle  Slope  Stability  calculations  with  side  forces. 


B.  PROCRam  Specifications 

Timesharing  Program. 


C.  METHODS 

Performs  slip  circle  slope  stability  calculations  on  embankment  or  natural  slopes 
in  accordance  with  EM  1110-2-1902,  draft  Feb.  1968.  The  program  calculates  the 
factor  of  safety  against  sliding  for  a  series  of  trial  arcs  tangent  to  a 
horizontal  plane,  and  locates  the  circle  with  the  minimum  factor  of  safety. 


D.  EQUIPMENT  DETAILS  “ 

Low  speed  terminal,  Central  Processor 


E.  INPUT  -  OUTPUT 

Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  come  directly  back  to  terminal  or  be  stored  in  a  file  to  be 
listed  later. 

F.  ADDITIONAL  REMARKS  ~  '  ""  ~  ”  ~ 

Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  CA., 
Boeing  Computer  Services  CYBER  175,  HIS  Datanetwork. 
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CATEGORY  B 


CICCTROMC  COMPUTER  PROGRAM  ABSTRACT 

f  it l*  or  moo* Am  -  '  "  pooooao  no. 

Slope  Stability  Analysis  by  the  Method  of  Wedges  (10006)  741-F3-A2160 


MIMIW  MlUCf 

U.  S.  Army  Engineer  District,  New  Orleans 


itffwdnar- - 

wTTTOnn«fcmr 

ST  ATMS  OP  PROGRAM  j 

Author:  L.  H.  Manson 

Written  -  1974 

RMAK 

•VABI 

Adapted  for  CORPS  -  WES  ADPC 

Adapted  -  1974 

COMPLETE 

k.  TuERSi  or  WoS mTS 


Determines  the  factor  of  safety  of  any  embankment  or  slope. 


a.  mroan/ui  tncirtCATton* 

FORTRAN  -  Time- sharing  program. 


c:"ii«irHOo«" - ______ 

Program  uses  the  method  of  Wedges  in  which  the  soil  mass  is  divided  into  three 
segments:  an  active  wedge,  a  central  block,  and  a  passive  wedge.  Vertical 
boundaries  are  assumed  between  the  central  block  and  the  active  and  passive 
wedges,  and  the  forces  on  each  segment  are  considered  separately.  The  computed 
factor  of  safety  with  respect  to  the  shear  strength  of  the  soils  is  shown  in 
this  general  form:  F.S. =RA+RB+RP/DA-DP,  such  that  the  summation  of  the 
resisting  forces  divided  by  the  summation  of  the  driving  equals  the  Factor  of 

of  C^uiUllWT  OCT  MU 

Low  speed  terminal,  central  processor. 


«.  IMWT-aUTWT - - 

Input  may  be  entered  from  a  free-field  prepared  data  file  or  interactively  at 
execute  time. 

Output  will  come  directly  back  tc  the  terminal  or  directed  to  an  output  file. 


r.  uonwmtL  mwiuo 

Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

SLOPE  STABILITY  ANALYSIS  WITH  P 


PREPARING  AGENCY 

U.  S.  Army  Engineer,  New  Orleans  District,  P.  0.  Box  60267.  New  Orleans.  LA  701 


DATE  PROGRAM  COMPLETED  STATUS  OF  PROGRAM 


September  1978 


PHASE 

Mod  2 


STAGE 

Aug  1978 


A.  PURPOSE  OF  PROGRAM 


The  program  determines  the  factor  of  safety  using  stability  analysis  by  the 
method  of  wedges  on  any  embankment  or  slope.  In  addition,  the  program  outputs 
the  data  required  to  generate  a  Calcomp  925/1036  drum  plot  of  the  stability 
analysis  plate  from  program  741-X6-A2-17B. 


B.  PROGRAM  SPECIFICATIONS 


The  program  is  written  in  the  CYBER  175  FORTRAN  Extended  language. 


C  METHODS 

The  Program  uses  the  method  of  wedges  in  which  the  soil  mass  is 
divided  into  three  segments:  An  active  wedge,  a  central  block,  and  a  passive 
wedge.  Vertical  boundaries  are  assumed  between  the  “central  block"  &  the 
active  &  passive  wedges,  and  the  forces  on  each  segment  are  considered  sepa¬ 
rately.  The  computed  factor  of  safety  with  respect  ot  the  shear  strength  of 
the  soils  is  shown  in  this  general  form:  F.S.  =  RA+RB+RP/DA-DP,  such  that  the 
summation  of  the  resisting  forces  divided  by  the  summation  of  the  driving  equals 
the  factor  of  safety. 


O.  EQUIPMENT  DETAILS 

The  program  requires  a  computer  system  similar  to  the  Boeing  Computer  Services' 
CYBER  175  timesharing  system  and  is  executed  from  a  low  speed  remote  data  ter¬ 
minal  . 


E.  INPUT  -OUTPUT 

INPUT:  Data  File  is  broken  down  into  7  types:  TYPE  1-Job  Number,  Date.  TYPE  2- 
Job  Name,  Etc.  TYPE  3-Total  Number  of  Strata  and  Boring  Locations.  TYPE  4-Fric¬ 
tion  Angle,  Effective  unit  weight  of  the  Soil,  Average  Cohesion  and  Unit 
Cohesion.  TYPE  5-Coordinates  for  the  Profiles.  TYPE  6-Number  of  the  Stratum 
being  Analyzed,  Elevation,  and  Active  Wedge  Range.  TYPE  7-Location  of  Passive 
Wedges. 


NOD  Engineering  ID  Number:  8K70001 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


PREPARING  AGENCY 

USAE,  New  Orleans  District,  P.  0.  Box  60267.  New  Orleans,  LA  70160 

DATE  PROGRAM  COMPLETED 

September  1978 

A.  PURPOSE  OF  PROGRAM 

The  program  determines  the  factor  of  safety  using  stability  analysis  by  the 
method  of  wedges  on  any  embankment  or  slope.  In  addition,  the  program  outputs 
the  data  required  to  generate  a  Calcomp  925/1036  drum  plot  of  the  stability 
analysis  plate  from  program  741-X6-A2-17B. 


8.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  CYBER  175  FORTRAN  Extended  language. 


C.  METHODS 

The  Program  uses  the  method  of  wedges  in  which  the  soil  mass  is  divided  into 
three  segments:  An  active  wedge,  a  central  block,  and  a  passive  wedge.  Ver¬ 
tical  boundaries  are  assumed  between  the  "central  block"  &  the  active  &  passive 
wedges,  and  the  forces  on  each  segment  are  considered  separately.  The  computed 
factor  of  safety  with  respect  to  the  shear  strength  of  the  soils  is  shown  in 
this  general  form:  F.S.  =  RA+RB+RP/DA-0P,  such  that  the  summation  of  the 
resisting  forces  divided  by  the  summation  of  the  driving  equals  the  factor  of 
safety. 

D  EQUIPMENT  DETAILS 

The  program  requires  a  computer  system  similar  to  the  Boeing  Computer  Services' 
CYBER  175  timesharing  system  and  is  executed  from  a  low  speed  remote  data 
terminal . 


E.  INPUT  -OUTPUT 

INPUT :  Data  File  is  broken  down  into  7  TYPES.  TYPE  1-Job  Number,  Date,  Etc., 
TYPE  2-Job  Name,  Etc.,  TYPE  3-Total  Number  of  Strata  and  Boring  Locations. 

TYPE  4-Friction  Angle,  Effective  unit  weight  of  the  Soil,  Average  Cohesion  and 
Unit  Cohesion.  TYPE  5-Coordinates  for  the  Profiles.  TYPE  6-Number  of  the 
Stratum  being  Analyzed,  Elevation,  and  Active  Wedge  Range.  TYPE  7-Location  of 
Passive  Wedges. 


STATUS  OF  PROGRAM 


PHASE 

Mod  2 


authorisi  L. H.  Manson;  modified  by 
J.  Montegut  &  P.  Oakland;  converted 
to  Boeing  Computer  Service 


PROGRAM  NO 

741 -F3-A2-1  7A 


TITLE  OF  PROGRAM 

SLOPE  STABILITY  ANALYSIS  WITH  PLOT  ROUTINES 


F.  ADDITIONAL  REMARKS 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

SLOPE  STA8ILITY  ANALYSIS  PLOT 

program  no. 

741 -F3-A2-1 7B 

PREPARING  AGENCY 

USAE,  New  Orleans  District.  P.  0.  Box  60267.  New  Orleans 

LA  70160 

authorisi  h.  Manson;  converted  to  date  program  completed 

STATUS  OF  PROGRAM 

WES  G-635  by,  J.  A.  Montegut,  III 

PHASE  STAGE 

Feb  1977 

Mod  1  Feb  77 

A  PURPOSE  OF  PROGRAM 

The  Program  plots  a  final  plate  which  contains  a  levee  or  embankment  cross 
section,  the  soil  stratification,  the  active  and  passive  wedges  analyzed,  and 
soil  properties  of  each  stratum.  A  tabular  listing  of  the  wedges  that  are 
analyzed  and  their  correspondi ng  driving  forces,  resisting  forces,  surmations 
of  forces  and  factors  of  safety,  a  title  block,  definitions  of  the  symbols  that 
are  used,  and  variable  general  notes  are  also  plotted. 

B  PROGRAM  SPECIFICATIONS  "  ~  "  “ 

The  program  is  written  in  the  Honeywell  Series  600/600.)  FORTRAN. 


The  program  reads  the  information  necessary  for  plotting  from  a  Disc  file 
created  by  Program  Number  741-F3-A2-17A.  It  then  plots  the  section  in  the 
format  specified  in  part  E. 


EQUIPMENT  DETAILS 


One  remote  job  entry  terminal  which  can  access  a  Honeywell  Information  System 
G-635  Computer  System  with  Disc  a  tape  capabilities,  and  a  Calcomp  Drum  Plotter 
Model  925/1036. 


Mgr-  °fs  Dy  means  of  a  disc  file  which  contains  vertical  and  horizontal  scale  I 
&  page  sizing  factors,  project  identification  information,  soil  characteri stic 
of  each  stratum  (friction  angle,  effective  unit  weight,  average  &  unit  cohesions 
&  a  soil  type  symbol),  coordinate  of  each  profile,  &  active  8  passive  wedge 
locations  with  their  respective  driving  and  resisting  forces  and  factors  of 
safety. 

PRINTED  OUTPUT :  Wedge  Coordinate  Listing.  PLOTTED  OUTPUT:  Magnetic  Tape  which 
contains  the  border,  title  block  and  title,  stratified  section,  horizontal  and 
vertical  staffs,  active  and  passive  wedges,  resisting  and  driving  forces,  sum¬ 
mation  of  forces,  factors  of  safety,  friction  angles,  effective  unit  weights  of 
the  soils,  average  &  unit  cohesions,  soil  types  and  descriptive  notes. 

T.  ADDITIONAL  REMARKS 

Engineering  Division  ID:  No.  6K71007 _ 
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ELECTRONIC  COMPUTER  PROCRAM  ABSTRACT 


title  or  pdochau  _  gj^0pe  stability  Using  Generalized 

Failures  Surface _ _ _ _ 

PRC  PAR  IMG  AGIHCT 

USAE  Waterways  Experiment  Station,  ADP  Center  _ 

AUTNOAO) 

Douglas  Spaulding 

St.  Paul  District 

D ATI  PROGRAM  COMPACT ID 

SeD  1972 

STATUS  OP  PROGRAM 

0P 

1  A.  PURROSt  09  PROGRAM 

Performs  slope  stability  calculations  on  embankments  or  partial  slopes  in 
accordance  with  EM  1110-2-1902,  April  1970. 


I.  PPOOAAM  SPECIFICATIONS 


Timesharing  Program. 


C.  METHOD, 

Performs  slope  stability  calculations  om  embankment  or  natural  slopes  in 
accordance  with  EM  1110-2-1902,  April  1970.  Calculates  factors  of  safety  for 
failure  surfaces  defined  by  (1)  a  series  of  up  to  50  straight  line  segments  or 
(2)  an  upslope  wedge,  network  block  and  downslope  wedge.  Will  minimize  factor 
for  failure  surfaces  described  by  method  2. 


O.  EQUIPMENT  DETAILS 


Low  speed  terminal.  Central  processor. 


E.  INPUT  •  OUTPuV  "  * 

Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  come  directly  back  to  terminal  or  be  stored  in  a  file  to  be 
listed  later. 

P.  ADDITIONAL  REMARKS 


Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA. , 
or  Boeing  Computer  Services,  CDC  equipment. 


CATEGORY  8 


ELECTRONIC  COMPUTER  PROGRAM  AMTRACT 


moenui  HO. 

741-F3-R0003 


Vi+l*  of  mooaaW 

Analysis  of  Slope  Stability  (The  Circular  Arc  Method) 


MIMNINO  ASCMCT 


nrsnr 


James  B.  Cheek,  Jr. 


Automatic  Data  Processing  Center,  U.  S.  Army  Engineer 

Waterways  mttu-ffUffi. 


May  1974 


Op 


The  program  is  intended  to  have  general  application  in  providing  the  safety 
analysis  of  any  natural  or  man-made  earth  slope  for  which  the  circular-arc 
method  is  valid. 


a.  nmuMincirntTHM 

Program  is  written  in  FORTRAN  IV. 


c.  MTHdeS- 

The  program  performs  the  embankment  stability  computations  using  the 
circular-arc  method  of  analysis  for  finite  slices  described  in  EM  1110-2-1902 
dated  27  December  1960.  Further  details  on  the  method  of  solution  are 
presented  in  WES  MP  K-73-2  dated  March  1973. 


D.  iwiMimt  oktuu  * 

Program  is  for  GE  635  computer  W/disc  drives  and  time-sharing  system, 
accessed  via  teletype  terminal. 


I.  WMT-aUTPiff 

SEE  REVERSE 


a.  AOMTKMAL  »«»»•« 


E.  Input-Output 

Input  data  consist  of  the  X,Y  coordinates  of  the  soil  and  seepage  line 
profile;  cohesion  and  friction  angle  for  each  soil  from  the  Q,R,  and  S 
strength  tests,  high  and  low  elevations  (for  the  drawdown  computations); 
arc  center  and  radius  data  define  each  arc  for  which  safety  analyses  are 
to  be  made.  Input  data  are  stored  on  disc  under  a  new  file  supplied  by 
the  user.  The  data  file  is  initially  built  by  the  user  supplying  the 
required  data  during  execution  of  program;  subsequent  runs  may  use 
previously  defined  data.  Output  consists  of  tabulation  safety  factors 
for  normal  and  earthquake  loading.  Output  is  printed  at  the  terminal. 
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CATEGORY  B 


ELECT  ROKJC  COMPUTER  PROGRAM  AtSTRACT 


MLk  A#  EE35RTR 

Analysis  of  Slope  Stability  (Wedge  Method)  -  SSW028 


MMMM  U&. 

Ti*l-F3-Rp028 


MirMim  aonncy  U.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic 
Data,  Processing  Center.  P.  0.  Box  631|^Vicks'bjjr^|MlsSj  39180 


iiifiaaniT 
James  B.  Cheek,  Jr 
Robert  L.  Hall 

A.  RuiiPSrarRKSijur 


June  1975 


IT»TU»  or  AROSAAM 


■  TAU 

OP 


The  program  is  intended  to  have  general  application  in  providing  the  safety 
analysis  of  any  natural  or  man-made  earth  slope  for  which  the  wedge  method 
is  valid. 


•NAM  irNCiriCATKM* 


Program  is  written  in  FORTRAN  IV. 


c.'  MdtwW 


The  program  performs  the  embankment  stability  computations  using  the  Lower 
Mississippi  Valley  Division's  procedure  for  the  wedge  method  of  analysis. 


o.  ■<kiN*NH*  bc?AiCi - 

Program  is  for  G-635  computer  W/disc  drives  and  time-sharing  system,  accessed 
via  teletype  terminal. 


I.  lUPUV.aUTMV 

Input  data  consists  of  the  X,Y  coordinates  of  the  soil  and  seepage  line  pro¬ 
file;  cohesion  and  friction  angle  for  each  soil  from  the  Q,R,  and  S  strength 
tests,  pool  evaluations  for  draw-down  and  seepage  computations;  and  the  X,Y 
coordinates  for  each  end  of  neutral  block.  Data  may  be  prepared  beforehand 
and  stored  in  a  computer  file  or  supplied  from  the  terminal  during  execution. 
Restart  capability  is  provided.  Output  consists  of  tabulation  safety  factors 

for  normal  and  earthquake  loading.  Output  is  printed  at  the  terminal. _ 

r.  AOMTMMAk  NMANICS  ~~ 
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CATEGORY  B 


ELECT  ROWC  COMPUTER  PROGRAM  ABSTRACT 


TTTlS  of  enooaik 


Analysis  of  Slope  Stability,  Wedge  Method  p*°°**“ MO-  ” 

with  Excess  Pore  Water  Pressures  (SSW039) _ 7**1-F3-R0039 

U.S.  Array  Engineer  Waterways  Experiment  Station,  Automatic" 


Data  Processing  Center. 

iuTmorwi  - 


P.  0.  Box  631,  Vicksburg,  Miss.  39180. 


James  B.  Cheek,  Jr. 

A."  TSXESff  or  fSSSSXS 


Bats  PKOTIXR  G0HPLITK0 

IT  ATlIt  OE  AM OGHAM  j 

ANABI 

•  TAMS 

March  1971* 

OP 

The  program  is  intended  to  have  general  application  in  providing  the  safety 
analysis  of  any  natural  or  man-made  earth  s-ope  for  which  the  wedge  method 
with  excess  pore  water  pressure  is  valid. 


■  .  nraMU  •Mciric*TroMi 


Program  is  written  in  FORTRAN  IV. 


c.  mmiHcBS - - 

The  program  performs  the  embankment  stability  computations  using  the  Lower 
Mississippi  Valley  Division's  procedure  for  the  wedge  method  of  analysis. 
Further  details  on  the  method  of  solution  are  presented  in  WES  K-7l*-2  dated 
March  1971*. 


0/  ■ouirn'iNT  ntAiu  " 

Program  is  for  G-635  computer  W/disc  drives  and  time-sharing  system,  accessedj 
via  teletype  terminal. 


1.  iMPUT-auTwr- 

Input  data  consists  of  the  X,Y  coordinates  of  the  soil  profiles  point;  cohe¬ 
sion  and  friction  angle  for  each  soil  from  the  Q,R,  and  S  strength  tests; 
pore  pressure  at  interior  points;  and  the  X,Y  coordinates  of  each  end  of  neu¬ 
tral  block.  Data  may  be  prepared  beforehand  and  stored  in  a  computer  file 
or  supplied  from  the  terminal  during  execution.  Restart  capability  is  pro¬ 
vided.  Output  consists  of  tabulation  safety  factors  for  normal  and  earth- 
quake  loading.  Output  is  printed  at  the  terminal 


r.  »oonxm*L 
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electronic  computer  program  abstract 


title  OF  program  STABILITY  ANALYSIS  CONSIDERING  UPLIFT  BY  THE  (program  no. 


WEDGE  METHOD  (CORPS  VERSION) 


PREPARING  AGENCY 


AUTHOR(S) 

OATE  PROGRAM  COMPLETED 

L.  H.  Manson,  Jr. 

Modified  for  CORPS  by  0.  J.  Beer 

Jan  72 

741-F3-A2-530 


STATUS  OF  PROGRAM 


PHASE 

Mod  2 


a.  purpose  of  program  The  pr0gram  -j s  intended  to  have  general  application  in 
providing  the  safety  analysis  of  any  natural  or  man-made  earth  slope  embankment 
for  which  shear  failure  may  occur  along  a  surface  approximated  by  a  series  of 
planes.  The  program  is  directly  applicable  to  all  cases  for  which  the  wedge 
method  of  stability  analysis  is  valid. 


b.  program  specifications  The  program  is  written  in  Series  600  Timesharing  Fortran 
for  an  HIS  G-635  T/S  System.  It  follows  the  format  required  by  the  Conversa¬ 
tionally  Oriented  Real-Time  Program-Generating  System  on  the  WES  G-635.  The 
program  is  limited  to  a  maximum  of  25  profiles  with  41  coordinates  each.  Uplift 
for  any  strata  may  be  calculated  from  one  of  five  piezometric  head  profiles. 
Cohesion  and  unit  weights  can  vary  horizontally  in  each  stratum  from  a  maximum 
of  5  vertical  locations.  The  assumed  failure  surface  is  a  combination  of  activ 


c.  methods  Program  used  the  Method  of  Wedges  in  which  soil  mass  is  divided  into 
three  segments:  an  active  wedge,  a  central  block,  and  a  passive  wedge.  The 
assumed  failure  plane  for  the  active  and  passive  wedges  are  inclined  45°-0/2 
and  45°+0/2,  respectively,  with  the  vertical.  Vertical  boundaries  are  assumed 
between  the  central  block  and  the  active  and  passive  wedges,  and  the  forces  on 
each  segment  are  considered  separately.  The  factor  of  safety  is  computed  with 
respect  to  the  shear  strength  of  the  soils.  In  general  form,  FS=summation  of 
horizontal  resisting  forces  divided  by  the  summation  of  the  horizontal  driving 
FS=( RA+RB+RP )/ ( DA+DB-DP ) 


O.  EQUIPMENT  oetails 


The  program  is  written  for  the  WES  HIS  G-635  timesharing  system  and  is 
executed  from  a  remote  teletype  terminal. 


e.  input-output  The  input  data  requirements  were  established  with  the  convenience 
of  the  user  as  a  primary  consideration;  consequently,  making  the  program  easy 
to  use,  and  requiring  a  minimum  of  data-preparation  effort.  Input  data  are  as 
follows:  Two  title  lines,  locations  where  unit  weights  and  cohesion  may  vary 
horizontally,  coordinates  which  define  the  profile  for  each  soil  stratum,  the 
friction  angle,  unit  weight  and  cohesion  values  for  each  soil  stratum.  Coordi¬ 
nates  which  define  phreatic  surface  and  piezometric  head  profiles  if  (Over) 


f.  additional  remarks  p rogram  is  not  documented,  but  interim  input  write-up 
information,  and  program  listings  are  available. 

Ref:  1.  Department  of  the  Army  EM  1110-2-1902  Stability  of  Earth  and  Rock 
Fill  Dams.  1  April  1970. 

2.  Department  of  the  Navy  NAVFAC  DM-7  Soil  Mechanics,  Foundations, 
and  Earth  Structures.  March  1971 
NOD  Eng  Div  ID  #  5K71019;  WES  "CORPS"  System  Call  Name:  10005 


B.  PROGRAM  SPECIFICATIONS  (Cont) 

stratification  which  does  not  have  to  be  horizontal .  The  program  is  designed 
so  the  user  may  check  any  stratum  or  any  elevation  within  that  stratum. 

E.  INPUT-OUTPUT  (Cont) 

uplift  is  required.  Output  contains  the  coordinates  for  the  three  segments, 
and  the  complete  driving,  resistance  and  uplift  data  for  each. 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


title  of  nooMf 

Slope  Stability  Analysis,  Modified  Swedish  Method  -  10009 


pocfAiMMO  wiNCi  0.  S.  Army  Engineer  Waterways  Experiment  Station,  Geo'  .-chnical 
Laboratory,  P.  0.  Box  031,  Vicksburg,  MS  39160  _ 

AUT HONOI  IfliTf  MAN1H  codfLcVlto  I  STATUS  Of  mognan 


Y.  S.  Jeng 


A.  FUAfOSC  Of  f HOORAH 


Complete 


This  program  performs  embankment  slope  stability  analysis  in  accordance  with 
Corps’  Manual,  EM  1110-2-1902,  Stability  of  Earth  and  Rock-fill  Dams,  1  April 
1970. 


O.  moo  A  AM  SfOCIf  KATIOMS 


Program  is  written  in  FORTRAN. 


The  modified  Swedish  Method  considering  the  direction  of  interslice  forces 
is  used.  Bilinear  shear  strength  envelopes  are  constructed  from  the  inputs 
of  Q,  R,  and  S  strength. 


0.  KOUIPMINT  OOTAI 

Standard  equipment  for  the  GE-600  time-sharing  system  is  used. 


Input  is  given  in  free  field  from  a  pre-generated  data  file  with  line  numbers 
between  10  and  999  inclusive.  The  dimensional  units  must  be  in  feet-kip  unit. 
Subroutine  SREAD,  a  special  system  routine  developed  by  WES,  is  used  to  read 
the  continued  input  lines. 

Output  may  be  either  printed  during  execution  or  stored  on  a  disk  file  which 
is  either  pre-saved  or  created  during  execution. 


f.  AOMTIONAL  ■■■AIM* 


1.  Thi3  program  is  included  in  CORPS  system. 


2.  This  program  is  the  same  as  the  SAVAlOi  stored  in  USERID  K6APD.  A  similar 
program  is  available  for  batch  (Program  No.  7^1-09-ROlO1* ) . 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 
title  of  program  program  no.  ~ 

Three-Dimensional  Pile  Foundation  Analysis _ 71  3-F3-A2-21 0 

PREPARING  AGENCY 


US A E,  New  Orleans  District,  P .  0.  Box  60267,  New  Orleans,  LA  701 60 


AUTHOR(S) 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  j 

(Operational ) 

PHASE 

STAGE 

H.C.  Edgecombe,  Jr. 

March  75 

Mod  7 

Jan  70 

A.  PURPOSE  OF  PROGRAM 


The  purpose  of  the  program  is  to  provide  a  three-dimensional  analysis  of  a 
pile  foundation  with  battered  piles. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  FORTRAN  IV  time-sharing  language  for  processing  on 
the  WES  G-635  time-sharing  system.  Source  file  name  is  A2B00/K293D2,  object 
file  is  executed  in  batch  mode  from  a  file  in  the  CARDIN  time-sharing  sub-system 
and  from  the  use  of  the  appropriate  control  cards  in  remote  batch. 


C.  METHODS 

The  general  method  of  analysis  is  an  expansion  to  three  dimensions  (by  SAUL)  of 
the  Hrennikoff  direct  stiffness  methods  for  a  two-dimensional  analysis. 


D.  EQUIPMENT  DETAILS 

WES  G-635  Computer  System  with  disc  files  and  time-sharing  terminal  and/or 
remote  job  entry  terminal. 


E.  INPUT -OUTPUT 

Technical  engineering  data  is  entered  in  data  file  "D29010".  Output  consists 
of  the  forces  and  moments  (3  dimensions)  on  each  pile  row  in  the  foundation. 
Summary  output  is  at  the  terminal,  detailed  output  is  on  output  file  "P29010", 
and  may  be  continued  on  file  "Q29010"  for  large  foundations. 


F.  ADDITIONAL  REMARKS 

Original  program  logic  was  adapted  from  the  basic  program  authored  by  Mr.  Mudd 
in  the  St.  Louis  District  Office. 

Engineering  ID  Number  5K29009 


WES  ,  2205  REPLACES  ENG  FORM  }ll|  WHICH  It  OBSOLETE- 


i/'L-v  V 


ik&L 


.’AL-Wi 


74 
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lTEGORY  b 


title  op  program  Anchored  Bulkhead  Design  by  Numerical  Method  programno. 

-  ANCWAL  (X0027)  713-F3-F3010 


preparing  agency  |j.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processine  Center.  P.  0.  Box_631.  Vicksburv^MS  39180 


AUTNOR(S)  OATt  PROGRAM  COMPLETED  STATUS  OP  PROGRAM 

Author:  Mark  Grazioli  Written:  1965  Thaje  stage 

Adanted  for  "CORPS"  -  WES  ADPC  Adapted:  1978  Complete 


A.  PURPOSE  OP  program 


Design  of  Anchored  Bulkhead  Walls  by  soil  analysis  methods. 


C.  METHOOS 


The  design  of  the  walls  is  done  by  four  soil  analysis  methods:  equivalent  beam; 
free  earth  support,  elastic  line  (a  fixed  earth  method);  and  equal  moment. 
Calculates  lateral  loads  resulting  from  active  and  passive  earth  pressures 
(including  wall  friction)  by  Coulomb  theory. 


Low  speed  terminal,  central  processor. 


E.  INPUT  -  OUTPUT 

Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  come  directly  back  to  terminal  or  be  stored  in  a  file  to  be  listed 
later. 


Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  H6000  at  Macon,  GA,  and 
Boeing  Computer  Services . 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


BENT1  -  Group  Pile  Analysis  (10002 


cmamiim  Miner  u.  s.  Array  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center.  P.  0.  Box  631.  Vicksbnrp.  MS  39180 _ 


iWTMHni  Or*  L.  C.  Reese  and  «... 

Dr.  Frazier  Parker  | 

Adapted  for  CORPS  -  WES  ADPC  __  _  Adapted  197S  I  COMPLETE 


Solves  two-dimensional  problems  involving  pile- supported  foundations  subjected 
to  inclined  and  eccentric  loadings. 


■mam  mcinexTMM 


FORTRAN,  Time-sharing  program. 


Consists  of  an  iterative  solution  for  the  three  equilibrium  equations  developed 
using  methods  to  handle  the  nonlinear  behavior  of  individual  piles.  The 
purpose  of  the  iterative  procedure  is  to  find  the  deflected  position  of  the 
structure  so  that  equilibrium  and  compatability  are  satisfied. 


O.  lauinaairr  dvtail* 


Low  speed  terminal,  central  processor. 


Input  may  be  entered  from  a  prepared  line-numbered  data  file  or  interactively 
at  execute  time.  Output  will  be  directed  to  an  output  file. 


V.  AOMTIOM* 


Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  116000  at  Macon,  GA, 
and  Boeing  Computer  Services. 
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[title  of  programcANPLOT-CANTILEVER  RETAINING  WALL  PILE  ANALYSI! 
IQ&S  CASES)  Considering  UdI i ft  (Inter.  GraDhics  Version) 

PROGRAM  NO 

741 -F3-A2-020 

f  PREPARING  AGENCY  1 

luSAE,  New  Orleans  District.  P.  0.  Box  60267.  New  Orleans.  LA  70160  1 

authorisj  Mod .  for  graphics  by  B. 
Matherne,  CANWALL  ver.  L.  Manson 
Orig.,  M.  Lamarca  &  Dennis  Beer 

DATE  PROGRAM  COMPLETED 

June  1978 

STATUS  OF  PROGRAM  | 

PHASE 

ORIGIN 

STAGE 

April  78 

a.  purpose  of  program  The  program  computes  lateral  earth  forces  and  overturning 
moments  for  each  foot  of  depth  along  a  cantilever  retaining  wall  and  balances 
each  to  satisfy  stability  requirements  of  the  method  of  planes  thereby  deter¬ 
mining  the  depth  of  penetration.  It  then  uses  the  applied  lateral  earth 
forces,  wave  force,  etc.,  on  the  pile  to  calculate  the  transverse  shear  force, 
bending  moment,  and  deflection  (from  the  undefortned  position)  at  pertinent  pile 
positions.  The  program  can  also  plot  the  net  pressure,  deflection,  or  bending 
moment  diagrams  superimposed  on  the  strata  lines  by  means  of  either  an 

intprarti yp  graphirs  terminal  nr  a  ralrnmp  drum  plnttpr _ 

8.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  Series  HIS  G-600  FORTRAN  IV  and  uses  the  Graphics 
Compatibility  System  (GCS).  The  program  will  analyze  either  the  (S)  Case  or 
the  (Q )  Case  and  is  limited  to  a  static  water  condition,  impervious  sheet  pile, 
and  no  water  seepage  pattern  but  can  consider  uplift.  It  can  analyze  a 
maximum  of  12  strata  with  24  points  on  each  stratum  profile  and  a  pile  that  is 
no  longer  than  150  feet. 


c.  METHODS 

Conventional  method  of  planes  with  some  minor  modifications  is  used  to  evaluate 
the  pile's  stability.  The  shear  force  and  bending  moment  at  selected  cross 
sections  is  determined  by  strength  of  material  principals  and  statics.  De¬ 
flections  along  perpendiculars  from  the  unloaded  configuration  are  determined 
by  the  Moment-Area  Method.  Net  pressure,  shear  force,  and  bending  moment 
diagram  are  plotted  during  the  design  phase. 


O.  EQUIPMENT  DETAILS 

The  program  requires  an  interactive  graphics  terminal  similar  to  a  Tektronix 
4014-1;  a  Honeywell  Information  System  G-635  computer  with  disc  capability, 
timesharing,  and  GCS;  and  a  Calcomp  925/1036  Drum  Plotter. 


e.  input -out  put  Input  consists  of  names  for  requested  files  and  other  teletype 
prompts;  job  identification;  head  and  tailwater  and  upper  and  lower  tip  range 
elevations;  safety  factor;  number  of  strata;  dynamic  wave  force  and  elevation; 
soil  properties  which  includes  friction  angle,  cohesions,  and  effective  unit 
weight;  coordinates  to  define  each  stratum  profile;  indicator  to  denote 
existence  of  tension  crack;  and  pile  properties  which  consists  of  Young's 
modulus,  deflection  reference,  moment  of  inertia,  section  modulus  and^ile  name. 

F.  ADDITIONAL  REMARKS 

Engineering  Division  ID  No.  -  5K71053 
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E.  INPUT  -  OUTPUT  (Cont) 


Output  consists  of  the  active  and  passive  pressures  and  cohesions,  net 
pressure,  water  pressure,  the  depth  of  penetration  and  a  printout  and/or 
plot  of  the  net  pressures,  transverse  shear  force,  and  bending  moment  at 
every  foot  along  the  pile  and  a  printout  of  the  deflections. 
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title  OF  program  CANPLOT-CANTI LEVER  RETAINING  WALL  PILE  ANALY-  program  no 
SIS  (Q&S  Cases)  Considering  Uplift  (Inter.  Graphics  Version)  741 -X6-A2-020 


PREPARING  AGENCY 

USAE.  New  Orleans  District.  P.  0.  Box  60267.  New  Orleans,  LA  70160 


DATE  PROGRAM  COMPLETED  STATUS  OF  PROGRAM 

PHASE  STAGE 

October  1978  Mod  1  Sep  1978 


a  purpose  of  program  The  program  computes  lateral  earth  forces  and  overturning 
moments  for  each  foot  of  depth  along  a  cantilever  retaining  wall  and  balances 
each  to  satisfy  stability  requirements  of  the  method  of  planes  thereby  deter¬ 
mining  the  depth  of  penetration.  It  then  uses  the  applied  lateral  earth  forces, 
wave  force,  etc.,  on  the  pile  to  calculate  the  transverse  shear  force,  bending 
moment,  and  deflection  (from  the  undeformed  position)  at  pertinent  pile  posi¬ 
tions.  The  program  can  also  plot  the  net  pressure,  deflection,  or  bending 
moment  diagrams  superimposed  on  the  strata  lines  by  means  of  either  an  inter¬ 
active^  graphics  terminal  or  a  CalcomD  drum  plotter. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  CYBER  175  FORTRAN  Extended  language  and  uses 
the  Graphics  Compatibility  System  (GCS  developed  at  West  Point).  The  program 
will  analyze  either  the  { S )  Case  or  the  (Q)  Case  and  is  limited  to  a  static 
water  condition,  impervious  sheet  pile,  and  no  water  seepage  pattern  but  can 
consider  uplift.  It  can  analyze  a  maximum  of  12  strata  with  24  points  on  each 
stratum  profile  and  a  pile  that  is  no  longer  than  150  feet. 


c.  METHODS 

Conventional  method  of  planes  with  some  minor  modifications  is  used  to  evaluate 
the  pile's  stability.  The  shear  force  and  bending  moment  at  selected  cross 
sections  is  determined  by  strength  of  material  principals  and  statics.  De¬ 
flections  along  perpendiculars  from  the  unloaded  configuration  are  determined 
by  the  Moment-Area  Method.  Net  pressure,  shear  force,  and  bending  moment 
diagram  are  plotted  during  the  design  phase. 


D.  EQUIPMENT  DETAILS 

The  program  requires  an  interactive  graphics  terminal  similar  to  a  Tektronix 
4014-1;  a  CYBER  175  computer,  similar  to  those  operated  by  Boeing  Computer 
Services,  with  disc  capability,  timesharing,  and  GCS;  and  a  Calcomp  925/1036 
Drum  Plotter. 


Input  consists  of  names  for  requested  files  and  other  teletype 
prompts;  job  identification;  head  and  tailwater  and  upper  and  lower  tip  range 
elevations;  safety  factor,  number  of  strata;  dynamic  wave  force  and  elevation, 
soil  coordinates  to  define  each  stratum  profile;  indicator  to  denote  existence 
of  tension  crack;  and  pile  properties  which  consists  of  Young’s  modulus, 
deflection  reference,  moment  of  inertia,  section  modulus,  and  pile  name. 
_  _  (OVER) 


F  ADDITIONAL  REMARKS 


Engineering  Division  ID  No.  -  7K70005 
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E.  INPUT  -  OUTPUT  (Cont) 


Output  consists  of  the  active  and  passive  pressures  and  cohesion,  net 
pressure,  water  pressure,  the  depth  of  penetration  and  a  printout  and/or 
plot  of  the  net  pressures,  transverse  shear  force,  and  bending  moment  at 
every  foot  along  the  pile  and  a  printout  of  the  deflections. 
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TITLE  Of  PROGRAM  PROGRAM  NO. 

CANTILEVER  RETAINING  WALL  STABILITY  (Q&S  Cases)  "CORPS"  VER.  741 -F3-A2-370 


PREPARING  AGENCY 


USAE,  New  Orleans  District,  P.0.  Box  60267,  New  Orleans, 

LA  70160 

AUTHOR(S) 

OATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  ] 

Michael  G,  LaMarca 

January  1976 

phase 

Mod  3 

STAGE 

A.  PURPOSE  OF  PROGRAM  I 

The  program  determines  the  penetration  of  a  cantilever  retaining  wall  subjected 
to  lateral  forces  that  impart  overturning  moments.  It  also  computes  lateral 
earth  forces  and  overturning  moments  for  each  foot  of  depth  and  balances 
each  to  satisfy  stability  requirements  of  the  method  of  planes.  The  program 
also  includes  the  anchored  bulkhead  or  tieback  analysis. 


a.  program  specifications  j^e  program  is  written  in  Series  600  Timesharing  FORTRAN 
for  a  HIS  6-635.  The  program  will  analyze  either  the  (S)  Case,  cohesion  =  0, 
or  (0)  Case,  cohesion  t  0.  It  is  limited  to  the  following:  static  water 
condition,  sheet  pile  impervious,  no  water  seepage  pattern  developed.  The 
program  is  designed  to  analyze  a  maximum  of  12  strata  with  24  points  on  each 
stratum  profile.  The  program  follows  the  format  required  by  the  Conversation¬ 
ally  Oriented  Real-Time  Program-Generating  System  (CORPS)  on  the  WES  G-635. 


C.  METHOOS 

Conventional  method  of  planes  with  some  minor  modifications  is  used  to  evaluate 
the  stability  of  the  cantilever  retaining  wall.  Stability  requires  that  for 
a  given  factor  of  safety  the  horizontal  earth  and  water  forces  are  in  balance 
(£F=0)  and  the  overturning  moments  of  these  forces  about  the  bottom  of  the  wall 
are  in  balance  (£M=0). 


O.  EQUIPMENT  DETAILS 

The  program  is  written  for  the  WES  G-635  HIS  timesharing  system  and  is 
executed  from  a  low  speed  remote  teletype  terminal. 


e.  INPUT  -OUTPUT 

Input  is  punched  on  a  paper  tape  and  fed  into  a  pre-assigned  data  file.  Input 
consists  of  six  basic  types.  Type  1  specifies  whether  or  not  tension  cracks 
are  to  be  computed.  Type  2  consists  of  title  and  job  identification.  Type  3 
contains  head  and  tail  water,  upper  and  lower  tip  range,  factor  of  safety, 
total  number  of  strata,  and  elevation  of  bottom  profile  at  the  pile.  Type  4 
contains  the  dynamic  wave  force  and  elevation.  Type  5  contains  the  soil 
properties  for  each  stratum,  one  line  of  data  for  each  stratum.  (OVER) 

F.  ADDITIONAL  REMARKS  ” 

Engineering  Division  ID  No.  -  5K71003;  WES  "CORPS"  Library  Name:  10007 
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E.  INPUT  -  OUTPUT  (Cont) 


Type  6  contains  the  coordinates  for  each  profile.  Output  is  by  means  of  the 
teletype  paper  carriage  and  consists  of  active  and  passive  pressures  and 
cohesions  developed,  net  pressure,  water  pressure  on  the  protected  and  flood- 
side  of  the  pile,  and  the  design  elevation  which  satisfied  stability  of 
E  F=0  and  £M=0. 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


title  of  program  CANTILEVER  RETAINING  WALL  STABILIBY  BV  THE  |  PROGRAM  NO. 
METHOD  OF  PLANES  (S)  CASE,  OZERO _ 741-G1-A2120 


PREPARING  AGENCY 

USAE,  New  Orleans  District, 

P.  0.  Sox  60267,  New  Orleans 

,  LA  70160 

AUTHORS) 

DATE  PROGRAM  COMPLETED 

(  STATUS  OF  PROGRAM 

L.  H.  Manson 

December  1967 

phase 

|  STAGE 

A.  PURPOSE  OF  PROGRAM 

The  program  determines  the  penetration  required  to  satisfy  the  stability  requin 
ments,  the  sumnation  of  unbalanced  forces  and  moments  at  the  required  penetra¬ 
tion  and  the  lateral  water  and  earth  pressures  acting  on  the  sheet  pile. 


B.  PROGRAM  SPECIFICATIONS 


C.  METHODS 

Conventional  techniques,  with  some  minor  modifications,  were  used  to  evaluate 
the  stability  of  the  cantilever  sheet  pile  retaining  wall.  The  modifications 
were  applied  in  the  method  of  evaluating  the  effects  of  lateral  earth  pressures 
in  which  the  ground  configuration  departed  from  the  conventional  horizontal 
condition. 


D.  EQUIPMENT  DETAILS 

The  computer  hardware  necessary  to  implement  the  Cantilever  Retaining  Wall 
program  is  basically  the  General  Electric  Model  225  computer,  AAU  version, 
with  8K  CPU,  card  reader,  high  speed  printer,  and  console  typewriter. 


E.  INPUT-OUTPUT 

INPUT:  a.  elevations  of  headwater  on  floodside  and  tail-ater  on  protected  sidi 
of  the  wall;  b.  range  of  sheet  pile  tip  elevations  to  be  investigated;  c. 
ground  elevation  at  the  pile,  8  d.  assigned  factor  of  safety  with  respect  to 
(S)  shear  strength  of  soil  (C=0). 

OUTPUT :  project  name,  stability  location,  factor  of  safety  used,  and  date  of 
analysis. 


F.  ADDITIONAL  REMARKS 


CATEGORY  B 


r 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


title  of  program  Cantilever  Retaining  Wall  Design  and  Analysis 

PROGRAM  NO. 

-  CANWAL  (XO026) 

741-F3-A2999 

preparing  agency  u.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center.  P.  0.  Box_631- A'lcksburg,  MS — 32180  ,  _ 


AUTHORS) 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM 

Author:  Leonard  H.  Manson 

Written: 

1977 

U*- 

stage 

AdaDted  for  "CORPS"  -  WES  ADPC 

Adapted; 

■tymw 

A.  PURPOSE  OP  PROGRAM 


Determines  the  penetration  of  a  Cantilever  Retaining  Wall  subjected  to  lateral 
forces. 


1.  PROCRaTI  TPECIFTCmaitt - 

Timesharing  FORTRAN  Program. 


c.  methods 

Determines  the  penetration  of  the  Cantilever  Retaining  Wall  by  method  of  planes 
Analyzes  the  wall  as  a  cantilever  beam  fixed  at  the  theoretical  depth  of  pene¬ 
tration,  and  determines  shears,  bending  moments,  and  deflections  per  foot  of 
wall. 


D.  EQUIPMENT  DETAILS 

Low  speed  terminal,  central  processor. 


E.  INPUT  -  OUTPUT 

Input  may  be  entered  only  from  a  predefined  data  file  named  D71004. 

Output  is  stored  in  three  predefined  files  to  be  listed  later.  The  names  of 
the  files  must  be  P71004,  Q71004,  R71004. 


F.  ADDITIONAL  REMARKS 

Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 

title  of  program  Analysis  of  Circular  Cofferdam  or  Mooring 
Cell  Founded  on  Rock  -  CELLRK  (X0028) 

PROGRAM  no. 

713-F3-H3190 

preparing  agency  U.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center,  P.  0.  Box  631,  Vicksburg,  MS  39180 

author(J)  Autnor:  waiter  ureen 

Randall  Warren 

DATE  PROGRAM  COMPLETED 

STATUS  OP  PROGRAM  | 

Written:  1974 

PHASE 

STAGE 

Adapted  for  "CORPS"  -  WES  ADPC 

Adapted:  1978 

Complete 

a.  Purpose  of  program 

Analysis  of  a  circular  cofferdam  cell  or  circular  mooring  cell  of  a  given 
equivalent  width  under  specified  loading  conditions. 


6.  Program  specifications 

Timesharing  FORTRAN  Program. 


c.  METHODS 

Computes  the  following  safety  factors  for  circular  sheet  pile:  Sliding; 
slipping  between  pile  and  cell  fill;  vertical  and  horizontal  shears;  and  inter¬ 
lock  tension.  Follows  method  of  analysis  outlined  in  "USS  Steel  Piling  Design 
Method." 


D.  EQUIPMENT  DETAILS 

Low  speed  terminal,  central  processor. 


E.  INPUT  -  OUTPUT 

Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  come  directly  back  to  terminal  or  be  stored  in  a  file  to  be  listed 
later. 


P.  ADDITIONAL  REMARKS 

Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


ENG  ,0*'*  2883 

1  AUG  M 
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CATEGORY  B 


r 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  Of  PROGRAM 

PROGRAM  NO. 

Cellular  Sheet  Pile  Structure  -  CELLSL  (X0029) 

71 3-F3-F1050 

preparing  agency  u.  g.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center.  P.  0.  Box  631.  Vicksburg.  MS  39180 _ 


AUTHOR(S) 

—mm  mi  i  in  i 

Author:  Elex  Alter 

SI 

STAGE 

Adaoted  for  "CORPS"  -  WES  ADPC 

A.  PURPOSE  OF  PROGRAM 


Design  of  a  sheet  pile  or  a  parallel  wall  by  the  Cumming's  Method. 


B.  PBOCHaH  fftCITI«TIBH3 - 

Timesharing  FORTRAN  Program. 


C.  METHODS  ~~ 

The  program  uses  an  input  equivalent  width  of  cell  or  computes  an  initial 
equivalent  width.  All  overturning  moments  computed  are  added  accumulatively. 
The  equivalent  width  of  the  cell  with  a  tilting  factor  of  safety  greater  than 
1.5  is  determined,  or  it  determines  a  factor  with  a  given  equivalent  width. 


B.  EOUIPmIhTTiITails - 

Low  speed  terminal,  central  processor. 


E.  INPUT  -  OUTPUT 

Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  come  directly  back  to  terminal  or  be  stored  in  a  file  to  be  listed 
later. 


P.  ADDITIONAL  REMARKS 

Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services . 


CATEGORY  B 


ILICTROMC  COMPUTER  PROGRAM  ABSTRACT 

f  rK*  or  vnoanAh 

C0M62  -  Laterally  Loaded  Pile  Analysis  (10001) _ 


p«oaKAia  no. 

713-F3-R0018 


niMIW  AOKMCY  U. 

Processing  Center 

AUTmAURT - 


Ur.  L.  C.  Reese 

Dr.  N.  Radhakrislman 

Adapted  for  CORPS  -  WES  ADPC 


S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
P.  0.  - 


Adapted  1975 


PPOCPAM 


COMPLETE 


A.  FBRRSH  or  SSSSB5 


Analyzes  laterally  loaded  piles  in  nonlinear  soil  media.  Solves  for  deflection 
shear,  moment,  and  reactions  in  a  single  pile  under  a  variety  of  boundary 
conditions  specified  at  the  top  of  the  pile. 


a.  nwMHiMeineATieM 


FORTRAN,  Time-sharing  program. 


"■graSAa - - - 

In  the  analysis  used  in  C0M62,  compatibility  is  achieved  between  the  inelastic 
soil  and  the  elastic  pile  (which  is  elastically  restrained  by  the  super 
structure)  by  repeated  application  of  the  elastic  theory.  The  iterative 
analysis  consists  of  a  conventional  beam  on  elastic  foundation  analysis  coupled 
with  the  proper  prediction  of  force-deformation  characteristics  of  the  soil. 


o.  lOuiPwaiaT  o«t  ail* 

Low  speed  terminal,  central  processor. 


I.  IUMJT-AUYWJT  “ 

Input  may  be  entered  from  a  prepared  line-numbered  data  file  or  interactively 
at  execute  time.  Output  will  be  directed  to  an  output  file. 


r.  AoofTiox Ai.  auAia 

Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


Mil 
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CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


title  of  program 

HRENNIKOFF  PTI  F  ANALYSIS  WITH  SUMMATION  OF  RFSUI  TS 

PROGRAM  NO. 

713-F3-A2-15Q 

PREPARING  AGENCY 

USAE.  N^w  Orleans  District.  P.  0.  Box  60267,  New  Orleans 
authorisir,  Villarubia,  G.  M.  Finley. 0ATE  frogram  completed 
C.  W.  Ruckstuhl,  Jr.,  and  D.  J. 

Elquezabal  May  74 

LA  70160 

STATUS  OF 

PHASE 

Mod  8 

PROGRAM 

STAGE 

1968 

PURPOSE  OF  PROGRAM 


Compute  actual  axial  and  transverse  loads,  and  allowable  transverse  loads, 
on  each  pile  row  for  each  set  of  applied  forces  and  moments  on  a  given  pile 
arrangement  of  a  battered  pile  foundation  by  the  Hrennikoff  Method. 


8.  PROGRAM  SPECIFICATIONS 


Program  is  written  in  ASA  FORTRAN  with  free-field  input  format. 


c.  METHODs  Tbe  method  used  tor  computation  or  actual  pile  loaas  is  explain Ad  in 
" Analysi s  of  Pile  Foundations  with  Batter  Piles",  by  A.  Hrennikoff,  ASCE  Trans¬ 
actions,  Vol .  115,  1950,  pp.  351-382.  The  basis  for  the  computation  of  the 
allowable  transverse  loads  is  the  theory  that  the  sum  of  the  ratios  of  actual 
axial  stress  to  allowable  axial  stress  and  maximum  actual  flexural  stress  to 
allowable  flexural  stress  must  not  exceed  unity.  For  hinged  end  piles,  the 
coefficient  for  maximum  moment  is  assumed  to  be  0.50  which  is  alightly  greater 
than  the  coefficient  indicated  in  "Generalized  Solution  for  Laterally  Loaded 
Piles",  by  H.  Matlock  and  L.  C.  Reese,  ASCE  Journal  of  Soil  Mechanics  (Over) 

O.  EQUIPMENT  DETAILS  “  “  ' 

Program  is  written  for  use  on  a  G-635  computer  with  GCOS  operating  system  and 
FORTRAN  time-sharing  sub-system.  Two  disc  files  may  be  used  for  input  and 
three  scratch  disc  files  are  used.  Program  is  accessed  on  the  WES  time-sharing 
system  via  remote  terminal. 


e.  input-output  input  consists  of  control  variables,  soil  and  pile  properties, 
pile  arrangement  information  and  applied  forces  and  moments  for  each  load  con¬ 
dition.  Input  can  be  via  terminal  keyboard  as  the  program  requests  input  in 
conversational  mode;  from  input  data  file  D29004  saved  prior  to  running  this 
program;  from  a  binary  output  data  file  created  and  saved  by  program  number 
713-F5-A2-110  plus  terminal  keyboard  input  or  from  a  binary  output  from 
71 3-F5-A2-1 1 0  plus  input  saved  on  data  file  D29004.  User  has  the  option  (OVER' 

F.  ADDITIONAL  REMARKS  “  "  — — — — — — — — ^  ■ 

Program  Is  limited  to  two  dimensional  applied  loading  and  assumes  all  piles 
in  the  same  row  carry  equal  loads.  The  computation  of  allowable  transverse 
loads  is  limited  to  hinged  end  piles. 

Program  is  operational  and  has  been  tested  within  above  limitations.  Program 
is  not  documented,  but  listing  and  input  information  are  available. 


WES  2205 


REPLACES  (NO  FORM  211)  WHICH  IS  OBSOLETE. 


C.  METHODS  (Cont) 


1 


Vol .  86,  No.  SM5,  Proc.  Paper  2626,  Oct.  1960,  PP  63-91.  Program  has  also  been 
modified  to  accept  values  for  a  stratified  soil.  The  program  has  not  yet  been 
expanded  to  compute  allowable  transverse  loads  for  piles  that  are  considered 
to  have  their  heads  fixed  in  the  pile  cap. 


£.  INPUT-OUTPUT  (Cont) 

of  obtaining  a  printout  of  all  computed  pile  loads  for  each  load  condition;  a 
printout  of  only  the  results  for  each  pile  row  for  the  respective  critical 
load  condition,  or  a  printout  of  the  maximum  allowable  pile  spacing  for  each 
pile  row  based  on  the  respective  critical  load  conditions. 


90 
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CATEGORY  B 


i 

I 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM  PROGRAM  MO. 

LMVDPILE  -  Rigid  Cap  2-  and  3-D  Pile  Analysis  713-F3-R0026 


preparing  agency  U .  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center,  P.  0.  Box  631 .  Vicksburg .  MS  39180  _ _ 


AUTHOK(S) 

DAT!  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  [ 

STAGE 

Deborah  Kaufman 

December  1976 

OP 

A.  PURPOSE  OP  PROGRAM 


This  program  is  a  general  method  of  analysis  by  direct  stiffness  of  two-  and 
three-dimensional  pile  foundations.  The  pile  foundation  consists  of  a  group 
of  piling  placed  into  the  soil  topped  with  a  rigid  cap.  Loads  to  the  cap  are 
transmitted  by  the  piling  to  the  soil.  Determinations  of  deflections  and 
individual  pile  loads  are  computed  as  required  by  the  designer.  Adequate 
representation  of  the  soil-pile  interaction  is  necessary. 

B.  PROGRAM  (PEClPlCATldNi 

G-63S  FORTRAN 
24K  Core 


C.  METHODS 

The  base  is  assumed  rigid.  Piles  in  a  three-dimensional  analysis  are  repre¬ 
sented  by  a  6x6  stiffness  matrix  as  proposed  by  Hrennikoff.  In  a  two-dimensional 
analysis  the  piles  are  represented  by  a  3x3  stiffness  matrix.  The  subgrade 
modulus  may  be  constant  or  linearly  varying.  The  solution -is  by  a  direct 
stiffness  method. 


D.  EQUIPMENT  DETAILS 

Interactive  T/S  Terminal 
Honeywell  G-635 


E.  INPUT  -  OUTPUT 

Input  generally  consists  of  pile  geometric,  material  and  fixity  properties  and 
the  applied  loads.  Data  may  be  input  interactively  or  saved  in  a  file  prior  to 
the  run.  (Detailed  guide  available  from  WES  ADP  Center). 

Outputs  structure,  and  pile  deflections,  pile  forces  along  pile  axis  and  along 
structure  axis.  Output  may  be  directed  to  the  terminal  or  saved  in  a  file. 

Pile  forces  along  the  structure  axis  may  be  saved  in  a  file. 

F.  ADDITIONAL  REMARKS 


ELECTRONIC  COMPUTE*  PROGRAM  ABSTRACT 


CATEGORY  B 


tiTkc  or  RSS5RZB 

MAKE  -  Generate  P-Y  Curves  (10004) 


AAOVtAM  HO. 

713-F3-R0016 


nipuim  AAKMCV  U.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center,  P.  0.  Box  631,  Vicksburg,  MS  39180 


TCuYmoAW 

BITE  MVHXireeUPLITIft 

STATUS  or  PROGRAM  j 

Dr.  Frazier  Parker 

PMAII 

•  TA«t 

Adapted  for  CORPS  -  WES  ADPC 

Adapted  1975 

COMPLETE 

_ 

k.  punroai  or  mkmuaii  i 

Generates  soil  resistance  (p)  versus  pile  movement  (y)  curves  for  soils 
surrounding  a  laterally  loaded  pile  based  on  certain  laboratory  soil  test 
results. 


I.  no»AUiif<cinc«TiaM 

FORTRAN,  Time- sharing  prograin. 


Uses  different  criteria  for  clays  and  sands.  MAKE  can  handle  any  number  of 
stratums  of  clay  or  sand  and  can  also  account  for  various  pile  diameters. 


a.  i«ytnuT  oct  mu 

Low  speed  terminal,  central  processor. 


I.  IMPUT-AUTOT 

Input  may  be  entered  from  a  prepared  line-numbered  data  file  or  interactively 
at  execute  time.  Output  may  be  directed  to  an  output  file  or  come  directly 
back  to  the  terminal. 


*.  AOOfTtOMAU  itaun 

Program  is  available  through  the  CORPS  on  WES  G-635,  SC  H6000  at  Macon,  GA, 
anu  Boeing  Computer  Services. 


CATEGORY  B 


|TirkK  or  pkookAU  jqpjle-  Indeterminate  Pile  Analysis  by 
Matrix  Method  (X0014) _ 


tLICTftOMtC  COMPUTER  PROGRAM  AMTRACT 


RioBuS  BBT 
713-F3-A3840 


puituiM  Miaer 

U.  S.  Army  Engineer  District. 


ISTBgRW 

Thomas  Muda 
Joseph  Hartman 


S^r  MMRAtf  CSHELIVI6 


August  197S 


status  or  akogkam 


A.  RiRS  or  HiSmSS 

This  program  is  a  general  method  ot  analysis  by  direct  stiffness  of  three- 
dimensional  pile  foundations.  The  pile  foundation  consists  of  a  group  of 
piling  placed  into  the  soil  topped  with  a  rigid  cap.  Loads  to  the  cap  are 
transmitted  by  the  piling  to  the  soil.  Determinations  of  deflections  and 
individual  pile  loads  are  computed  as  required  by  the  designer.  Adequate 
representation  of  the  soil-pile  interaction  is  necessary. 


i.  MaMMmeiriMTiwi 

Batch  FORTRAN  and  Timesharing. 


C.  HAT 


The  base  is  assumed  rigid, 
as  proposed  by  Hrennikoff. 


Piles  are  represented  by  a  6X6  stiffness  matrix 
The  solution  is  by  a  direct  stiffness  method. 


'A.  iAuiMi«tntwj 

Five  temporary  disk  files,  each  10L  in  size. 
Low  speed  terminal,  central  processor. 


Input  can  be  on  cards,  in  a  timesharing  file,  or  input  interactively. 
Output  can  be  written  to  a  timesharing  file  or  printed  on  the  terminal. 


P.  AMWTKMAL  RAmAKMA 

Hrennikoff,  A.,  "Analysis  of  Pile  Foundations  with  Batter  Piles,"  Transactions, 
ASCE,  Vol.  115,  1950,  pp.  351-382. 

Saul,  William  E. ,  "Static  and  Dynamic  Analysis  of  Pile  Foundations,"  Journal 
of  the  Structural  Division,  ASCE,  Vol.  94,  No.  ST5,  Proceedings  Paper  5936, 
May  1968,  pp.  1077-1100. 

Program  is  available  through  CORPS  on  WES  G-635,  CSC  H6000  in  Macon,  GA,  and 
Boeing  Computer  Service. 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM  PROGRAM  NO. 

PILE  CAPACITY  COMPUTATIONS _ | 741 -F3-A2-110 

PREPARING  AGENCY 

USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160 _ 

AUTHORIS)  [DATE  PROGRAM  COMPLETED  STATUS  OF  PROGRAM 

PHASE  [STAGE 

Dennis  J.  Beer _ December  1974 _  ORIGIN 

A.  PURPOSE  OF  PROGRAM  * 

The  program  computes  the  pile  bearing  capacity  which  results  from  the  pile  end 
bearing,  if  applicable,  and  from  the  pile  skin  resistance  from  cohesion  or 
adhesion  and  from  friction.  The  pile  capacity  is  computed  for  a  pile  in  either 
compression  or  tension  when  the  pile  tip  is  either  at  the  top,  middle,  or 
bottom  of  each  stratum  or  at  the  top  or  bottom  of  each  stratum  and  any  other 
elevations  selected  by  the  user. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  Series  600  Timesharing  FORTRAN.  The  program  is 
limited  to  fifteen  strata  and  to  either  timber  pile,  square  or  octagonal 
concrete  pile,  or  steel  "H“  pile.  The  bearing  capacity  is  determined  for  up 
to  thirty  different  locations  of  the  pile  tip. 


C.  METHODS 

The  program  stores  all  input  properties  in  arrays  and  using  a  bookkeeping 
process,  it  determines  the  output  parameters  as  if  the  pile  is  being  driven 
to  pertinent  elevations. 


D.  EQUIPMENT  DETAILS 

The  program  is  written  for  the  WES  G-635  HIS  Timesharing  system  and  is 
executed  from  a  low  speed  remote  terminal. 


E.  INPUT-OUTPUT 

Input  data  consists  of  the  following  for  each  soil  stratum:  the  friction 
angle  for  soil  to  soil  or  soil  to  pile,  the  weight  density,  the  coefficients 
of  lateral  earth  pressure  and  Terzaghi's  bearing  capacity  factors,  the 
elevation  of  each  stratum  break  at  the  pile  and  the  cohesion  at  the  top  and 
bottom  of  each  stratum.  Also  pile  type  and  dimensions  are  given. 

_ (OVER) 

F.  AOOITIONAL  REMARKS  ~~ 


Engineering  Division  ID  No.  -  5K71039 


E.  INPUT  -  OUTPUT  (Cont) 

Output  is  a  listing  of  the  input  data  and  of  the  skin  cohesion  or  adhesion 
resistance  and  frictional  resistance,  the  end  bearing,  if  applicable,  and 
the  total  pile  capacity  with  end  bearing  and  without  end  bearing  for  the 
pilevhose  tip  is  either  at  the  top  or  bottom  of  each  stratum,  or  either  the 
middle  of  each  stratum  or  other  elevations  selected  by  the  user. 


[  ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT  | 

1  TITLE  OF  PROGRAM 

|  PILE  CAPACITY  COMPUTATIONS 

PROGRAM  NO 

741 -X6-A2-1 10 

I  PREPARING  AGENCY 

|USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160 

author's’  Dennis  J.  Beer;  converted 
to  Boeing  Computer  Services  by 

K.  Broussard 

DATE  PROGRAM  COMPLETED 

September  1978 

i  STATUS  OF  PROGRAM  | 

PHASE 

Mod  1 

STAGE 

Auq  78 

A.  PURPOSE  OF  PROGRAM 

The  program  computes  the  pile  bearing  capacity  which  results  from  the  pile 
end  bearing,  if  applicable,  and  from  the  pile  skin  resistance  from  cohesion 
or  adhesion  and  from  friction.  The  pile  capacity  is  computed  for  a  pile 
in  either  compression  or  tension  when  the  pile  tip  is  either  at  the  top, 
middle  or  bottom  of  each  stratum  or  at  the  top  or  bottom  of  each  stratum 
and  any  other  elevations  selected  by  the  user. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  CYBER  175  FORTRAN  Extended  language.  The  program 
is  limited  to  fifteen  strata  and  to  either  timber  pile,  square  or  octagonal 
concrete  pile,  or  steel  "H"  pile.  The  bearing  capacity  is  determined  for  up 
to  thirty  different  locations  of  the  pile  tip. 


c.  METHODS 

The  program  stores  all  input  properties  in  arrays  and  using  a  bookkeeping 
process,  it  determines  the  output  parameters  as  if  the  pile  is  being  driven 
to  pertinent  elevations. 


D.  EQUIPMENT  DETAILS 

The  program  requires  a  computer  system  similar  to  the  Boeing  Computer  Services' 
CYBER  175  timesharing  system  and  is  executed  from  a  low  speed  remote  data 
terminal . 


e.  input-output  input  data  consists  of  the  following  for  each  soil  stratum:  the 
friction  angle  for  soil  to  soil  or  soil  to  pile,  the  weight  density,  the  coeffi¬ 
cients  of  lateral  earth  pressure  and  Terzaghi's  bearing  capacity  factors,  the 
elevation  of  each  stratum  break  at  the  pile  and  the  cohesion  at  the  top  and 
bottom  of  each  stratum.  Also  pile  type  and  dimensions  are  given. 

Output  is  a  listing  of  the  input  data  and  of  the  skin  cohesion  or  adhesion 
resistance  and  frictional  resistance,  the  end  bearing,  if  applicable,  (OVER) 

F.  ADDITIONAL  REMARKS 

Engineering  Division  ID  No.  -  7K70007 


WES  ,;r«  2205  HEPLACEJ  ENS  FOPM  2IM  WHICH  IS  OBSOLETE 
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E.  INPUT  -  OUTPUT  (Cont) 


and  the  total  pile  capacity  with  end  bearing  and  without  end  bearing  for  the 
pile  whose  tip  is  either  at  the  top  or  bottom  of  each  stratum,  or  either 
the  middle  of  each  stratum  or  other  elevations  selected  by  the  user. 


■ 


CATEGORY  B 


ILCCTROMtC  COMPUTtR  PROGRAM  ABSTRACT 

TrrCt  OF  PBoSBSH 

PX4C3  -  Axiallv  Loaded  Pile  Analvsis  flOOOSi 

MO0«AI*  WO. 

713-F3-R0015 

MtcPAniMO  aacmcy  u .  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center,  P.  0.  Box  631,  Vicksburg,  MS  39180 

MTHoasi  Or.  L.  C.  Reese,  Dr.  H.  M. 
Coyle  and  Dr.  N.  Radhakrishnan 
Adapted  for  CORPS  -  WES  ADPC 

OKT|  CQNpLKTID 

Adapted  1975 

■ez mazzxamm. 

PMAII 

COMPLETE 

ITABI 

A.  ^j(K»oat  or  moimh  | 

Analyzes  axially  loaded  piles  in  nonlinear  soil  media.  Computes  load-displace 
ment  relationships  for  axially  loaded  piles,  where  the  pile  has  a  constant 
outside  diameter. 


a.  nmnumanWTKU 

FORTRAN,  Time- sharing  program. 


C.  MTnOCM  ■ 

Uses  finite  difference  equations  to  achieve  compatibility  between  pile  dis¬ 
placement  and  load  transfer  along  the  pile  and  between  soil  resistance  and 
displacement  at  the  tip  of  the  pile. 

*  UiMfcMrfowwi - 

Low  speed  terminal,  central  processor. 


I.  IUWV.  output  ~ 

Input  may  come  from  a  prepared  line-numbered  data  file  or  interactively  at 
execute  time.  Output  may  be  directed  to  an  output  file  or  come  directly  back 
to  the  terminal. 


W.  IMTIOMi  XIBAKKJ 

Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


■m  roan 

I  »UO  w 


2M1 


c&rtOM*  oimliti. 


CATEGORY  B 


fUCTROMC  COMPUTER  PROGRAM  AMTRACT 


Tirtt  or  vftocftfu  Design/Analysis  of  Sheet  Pile  Walls  by  «o. 

Classical  Method  -  SHTWAL  (X0031) _ 713-F3-R0039 _ 

MimiM  Muef  u.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processine  Center.  P.  0.  Box  631,  Vicksbura,  MS  39180 

TLufwdW) — 6 - 1 - L  -mwrwrafwuf  WWB  IB - iTxTuiorVWoBiuw - 

Author:  William  P.  Dawkins  written  1979  mm - - 

Adapted  for  CORPS  -  WES  ADPC  ^apted  -  1979 


If  FOOOMAM 


COMPLETE 


Performs  either  a  design  or  analysis  of  an  anchored  or  cantilever  sheet  pile 
retaining  wall. 


FORTRAN,  Time-sharing  program. 


Uses  classical  soil  mechanics  procedures  for  determining  the  required  depth 
of  penetration  of  a  new  wall  or  assesses  the  factor  of  safety  of  an  existing 
wall . 


Low  speed  terminal,  central  processor. 


Input  may  be  entered  from  a  predefined  data  file  or  interactively  at  execute 
time. 

Output  will  be  directed  to  an  output  file  and/or  directly  back  to  the  terminal. 


P.  AOOfTMMAk  RBMAftHS 

Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


■MVW*  2ttS 
I  AIM  M  tHI 


eniviavi  iwfiwn  mi  MMnn. 


CATEGORY  B 


ILICTROMC  COMPUTER  PROCRAM  AMTRACT 

titl«  KSIB  SSIWALL  -  Analysis  of  Sheet  Pile  Wail  by 
Soil-Structure  Interaction  Method  (X0033) 


ftlOCAAM  MO. 

713-F3-R00S1 


U.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic 


TUitw>inii -  - - 

WTTWIMRklfeWHTIB 

i  status  os  moes»s 

Dr.  William  P.  Dawkins 

NAll 

Adapted  for  "CORPS"  -  WES  ADPC 

Written  -  1979 

Complete 

This  is  a  special  purpose  program  which  performs  soil-structure  interaction 
(SSI)  analysis  of  either  anchored  or  cantilever  retaining  walls.  Simplified 
procedures  are  incorporated  in  the  program  to  automatically  gererate  the  soil 
force-displacement  characteristics  from  conventional  soil  properties. 


i.  IWMwmCinMTMM 

FORTRAN  IV,  Timesharing  program. 


c.  mthAm 

A  one-dimensional  finite  element  model  of  the  sheet  pile  wall  is  established 
by  defining  nodes  at  three  inch  intervals  starting  at  the  top  of  the  wall; 
at  soil  layer  boundaries;  at  water  surface  elevations;  at  anchor  attachment 
points;  at  points  of  application  cf  horizontal  live  loads;  at  points  describ¬ 
ing  an  applied  horizontal  pressure  distribution;  and  at  the  bottom  of  the 
wall. 


D.  (OUIPMCKT  OCT  AILS 

Low  speed  terminal,  central  processor 


T.  IHW-AUtPOT — - - 

Input  may  be  entered  from  a  predefined  data  file  or  interactively  at  execute 
time. 

Output  may  be  directed  to  an  output  file  or  come  directly  back  to  the 
terminal. 


V.  AOOfT'-MAL  ■«■»«*» 

Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  H6 000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


CATEGORY  B 


Tit  LI  OF  program  — 

rfave  Equation  Analyses  of  Pile  Driving  (TAMFOR) 
nurtiMM  uikt  U.  S.  Ar  ?  Engineer  Waterways  Experiment" 


b.  Michael  Holloway 


P--°"Box  631~ 


cmf 


June  1975 


a.  punpom  or  pkoSnam 


Moeui  mo. 

741-F3-R0007 


Station,  Geotechnict 


(TATUi  or  PROGRAM 


enaii 

ITABI 

Xnlt 

OB _ 

One— dimensional  wave  equation  analysis  for  analyzing  impact  pile-driving 
behavior. 


I.  MMARARinCinCATIOM 

Written  in  standard  time-sharing  FORTRAN. 


C.  MAT  MOOS 

Program  adapted  from  Texas  A&M  University  programs  and  converted  to  a  time¬ 
sharing  mode. 


IS-.  tOUlPMIRT  OCT  AIL* 

G-635  computer  with  time-sharing  capability. 


I.  WMif-WWJY 

See  documentation  described  below. 


T.  additional  ncmank* 


Documentation  contained  in  WES  TR  S-75-5,  "Wave  Equation  Analyses  of  Pile 
Driving,"  by  D.  M.  Holloway,  June  1975. 


CATEGORY  B 


ILKCTROMtC  COMPUTER  PROGRAM  ABSTRACT 


t  it  li  or  noaHu 

WESTTI  —  Wave  Equation  Analysis  of  Pile  Foundations 


raspAKiNo  m««cv  U.  S.  Array  Engineer  Waterways  Experiment  Station,  Geotechnical 
Laboratory,  P.  0,  Box  631,  Vicksburg,  MS  39180  _ _ 


T.  J.  Hirsch;  L.  Carr;  and  L.  L. 
Lowery 

WES  Contact :  Hugh  M.  T 


A.  PSiRB  or  rnoonxi* 

The  program  performs  wave  equation  analysis  of  piles  driven  by  a  single  blow 
of  the  hammer.  Conventional  pile  and  soil  models  were  used.  The  program  can 
be  used  to  predict  impact  stresses  in  piles  during  driving  and  to  estimate 
the  static  soil  resistance  on  piles  at  the  time  of  driving. 


C.  MIT  MOO* 


E.  A.  L.  Smith's  original  numerical  procedure  was  used  in  the  wave  equation 
computations. 


Input  forms  and  guidance  are  available  in  Volume  II  of  manuals.  Output  is 
printed  out  in  three  basic  sections.  A  summary  of  input  data,  time  dependent 
solution  for  forces,  and  displacements  of  selected  pile  elements,  and  a 
summary  of  maximum  compressive  and  tensile  forces,  maximum  observed  dis¬ 
placements  and  the  permanent  set  per  blow  of  the  hammer  and  miscellaneous 
information  are  contained  in  the  manuals. 


V.  ADOPTION  A 


Manuals  by  the  Federul  Highway  Administration  that  describe  the  program  and 
its  use  are:  Vol.  I,  Background,  Report  No.  FHWA-IP-76. 13. 1 ;  Vol.  II,  Computer 
Program  and  Sample  Problems,  Report  No.  FHWa-IP-76-13.2;  Vol.  Ill,  Program 
Documentation,  Report  No.  FHWA-IP-76-13.3;  and  Vol,  IV,  Narrative  Presentation, 
Report  No.  FHWA-IP-76-I3.4. 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TiTLi  or  rrosram  rroorarho. 

WESWEAP  --  Wave  Equation  Analysis  for  Piles  741-F3-R0010 


wip»«iho  «c»cy  u.  s.  Army  Engineer  Waterways  Experiment  Station,  Geotechnical 
Laboratory.  P.  0.  Box  631,  Vicksburg,  MS  39180  _ 


July  1976 


G.  G.  Goble  and  Frank  Rausche 
WES  Contact:  Hugh  M.  Taylor.  Jr. 


A.  rurroar  or  RROORAR 

The  program  performs  wave  equation  analysis  of  piles  driven  by  a  single  blow 
of  any  type  of  impact  hammer.  Conventional  pile  and  soil  models  were  used  in 
addition  to  both  a  thermodynamic  model  for  diesels  and  refined  mechanical 
hammer  models.  The  program  can  be  used  to  predict  impact  stresses  in  piles 
during  driving  and  to  estimate  static  soil  resistance  on  piles  at  the  time  of 
driving. 


a.  PROGRAM  SPRCiriCATIOR* 

The  program  development  was  aimed  at  providing  a  simple  input  and  both  a 
flexible  and  extensive  output  that  include  automatic  plotting  capabilities. 
The  computer  language  is  FORTRAN  IV. 


C.  RCTHOOl 

The  pile  and  driving  systems  are  represented  by  a  series  of  discrete  masses 
and  springs.  The  soil  is  modeled  by  a  spring  and  a  dashpot  attached  to  each 
mass.  The  soil  resistance  so  represented  are  linear  elastic  plastic.  The 
elastic  resistances  are  linearly  proportional  to  the  element  velocity  for  the 
velocity.  By  using  Newton's  Second  Law,  accelerations  and  displacements  are 
calculated  and  the  computation  proceeds  to  the  next  time  increment. 


A  short  input  and  long  or  complete  input  forms  are  available.  Common  hammer 
property  data  are  stored  in  a  file.  Input  data  is  reprinted,  options  of 
printed  and  plotted  parameters  are  available,  and  time  plots  are  optional. 


r.  AOMTIORAL  ACMARRS 

Manuals  by  the  Federal  Highway  Administration  that  describe  this  program  and 
its  use  are:  Vol.  I,  Background,  Report  No.  FHWA-IP-76-14. 1 ;  Vol.  II,  Users 
Manual,  Report  No.  FHWA- IP-76- 14. 2,  Vol.  Ill,  Program  Documentation,  Report 
No.  FHWA- IP-76- 14. 3;  and  Vol.  IV,  Narrative  Presentation,  Report  No.  FHWA-IP- 
76-14. 4. 


»•  2113 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


CATEQORYB 


TIT  LI  OF  PROGRAM 

Two-dimensional  finite  element  method  seepage  program. 


PROSHA 

704-P3-R0245 


Fred  T.  Tracy 


R.  PURPOM  OP  PROS  RAM 


May  1973 


This  program  solves  plane  and  axisymmetric  steady-state  and  transient 
seepage  problems  by  the  finite  element  method  (FEM). 


O.  PROSRAM  (POCIPICATIOM 


FORTRAN,  single  precision. 


C.  KTTHOOS 


Refer  to  Tracy,  F.  T. ,  "A  Plane  and  Axisymietric  Finite  Element  Program  for 
Steady  State  and  Transient  Seepage  Problems,"  Miscellaneous  Paper  K-73-U, 
May  1973,  USAE  Waterways  Experiment  Station,  CE,  Vicksburg,  Miss. 


O.  KOUIPMRMT  OCTAI 

G-635;  memory  requirements  vary  according  to  program  size;  file  codes 
1,  2,  3,  U,  and  7  are  used  for  temporary  storage. 


Input  consists  of  the  FEM  grid  information  on  cards.  Output  consists  of 
the  following  printed  information: 

a.  A  printout  of  the  input  data. 

b.  Heads  and  flows  at  the  nodes. 


P.  AOOTMOMAL  RCMARKa 


c.  Discharge  velocities  at  the  centroids  of  the  elements. 


d.  The  position  of  the  phreatic  surface  for  unconfined  flow  problems. 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


titl*  or  F»oo**iiThree-Diinensional  Finite  Element  Program  for 

Steady-State  and  Transient  Seepage  Problems.  I  704-P3.ig)2ig 


mruiM  mikctu.  £>.  Army  engineer  waterways  Experiment  station,  Automa 
processing  Center,  P.  0.  Box  631,  Vicksburg.  Mississippi  39180 


Fred  T.  Tracy 


Him 

May  1973 

Rhaii 

Exp 

This  program  solves  three-dimensional  steady-state  and  transient  seepage 
problems  by  the  finite  element  method  (FEM). 


a.  nwuu  (FICIFICATIWI 

FORTRAN,  single  precision. 


Refer  to  Tracy,  F.  T. ,  "A  Three-Dimensional  Finite  Element  Program  for 
Steady-State  and  Transient  Seepage  Problems",  Miscellaneous  paper  K-73-3, 
May  1973,  USAE  Waterways  Experiment  Station,  CE,  Vicksburg,  Mi3s. 


G-635;  memory  requirements  vary  according  to  problem  size;  file  codes 
1,  2,  3,  U,  and  7  are  used  for  tenporary  storage. 


Input  consists  of  the  FEM  grid  information  on  cards.  Output  consists  of  the 
following  printed  information: 

a.  A  printout  of  the  input  data. 

b.  Heads  and  flows  at  the  nodes. 


P.  MWTMNAL  RMMftKS 

c.  Discharge  velocities  at  the  centroids  of  the  elements. 


d.  The  position  of  the  phreatic  surface  for  unconfined  flow  problems. 


Stress  Computation,  Settlement,  &  Consolidation 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


Analysis  of  One  Dimensional  Consolidation  -  FD31  (10011)  |  7**1-F3-R0106 


mifuiM  MCNCr  u.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic 
Data  Processing  Center,  P.  0.  Box  631,  Vicksburg,  MS  39180 


Dr.  Roy  Olson,  Univ.  of  Texas 
Modified  by:  Reed  Mosher,  WES 


FD31  is  a  computer  program  which  computes  the  settlements  and  rates  of  settle¬ 
ment  in  a  multi-layered  cohesive  soil  profile. 


The  settlements  and  rates  of  settlement  are  computed  by  the  use  of  finite 
difference  methods  applied  by  Terzaghi's  one-dimensional  consolidation 
theory . 


Standard  equipment:  Honeywell  600,  6600-Series 


Input  is  read  into  program  in  free  field  from  a  data  file  interactively 
from  the  terminal. 

Output  is  printed  to  the  terminal  and/or  the  outfile. 


f.  AOWTIONA 


This  program  is  included  in  the  CORPS  system.  Complete  documentation  is 
available  from  the  Engineering  Computer  Programs  Library  (ECPL),  WES. 


2U1 
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CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


.iLioMTiwMi  Magnitude  of  Settlement  of  a  Multi-Layered 
Soil  System  (MAGSET)  (10010) 


mirum  mikw  U.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic 
Data  Processing  Center.  P.  0.  Box  6.31.  Vicksburg.  MS  39180  _ 


«»t mmm,  R.  L.  Schiffman,  V.  Partyha,  ™wmiwpuiii 
and  D.  Jubenville,  Univ.  of  Colo. 

Modified  by:  Reed  Mosner,  WES  1980 


MAGSET  is  a  computer  program  for  calculating  the  magnitude  of  settlement 
of  multi-layered  soil  profile  containing  granular  and/or  cohesive  soil  layers. 


The  settlement  calculations  and  rates  of  consolidation  in  cohesive  layers  are 
based  on  Terzaghi's  one-dimensional  consolidation  theory.  The  settlement 
calculations  in  granular  soil  layers  are  based  on  empirical  correlations  to 
static  or  dynamic  penetration  field  tests.  The  methods  of  Meyerhof  and 
D'Appolonia  use  data  from  tne  standard  penetration  test  blovcount. 
Scnmertmann's  method  uses  data  from  the  static  cone  penetrometer. 


Standard  equipments:  Honeywell  600,  6600-Series 


Input  is  read  into  program  in  free  field  from  a  data  file  interactively  from 
the  terminal. 

Output  is  printed  to  the  terminal  and/or  the  outfile. 


v.  •DWTiMtL  ■num 

This  program  is  included  in  the  CORPS  system.  Complete  documentation  is 
available  from  the  Engineering  Computer  Programs  Library  (ECPL),  WES. 


ffl 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


6t  KSIB  “ 

Vertical  Stress  Induction  ( 100081 


Rmau  SB! " 

741-F3-A2540 


mipmm  Miner 


IUTnMRI - — - 

■E&rzxn&l 

. 

Adapted  for  CORPS  -  WES  ADPC 

Adapted  1974 

8SB1S 

ITARI 

t  Mtukma  Manor 

Determines  the  influence  coefficients  for  selected  positions  in  a  sub-grade 
medium. 


i.  notaua  IMCinCAtioM 

FORTRAN,  Time-sharing  program. 


VhBMB - - -  - -  ' 

This  program  employs  the  superposition  of  subsections  using  the  principles  of 
the  BOUSSINESQ  Point  Load  Formula  for  long  strip  loading  l2-uimensional )  to 
obtain  its  results. 


ITTRuTBiSrSiTSia 

Low  speed  terminal,  central  processor. 


I.  IMW-MfW - - 

Input  may  be  entered  from  a  prepared  data  file  or  interactively  at  execute 
time. 

Output  may  be  directed  to  an  output  file  or  come  directly  back  to  the  terminal 


r.  *oorri'J«i« 


Program  is  available  through  the  CORPS  on  WES  G-63S,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


ELECTRONIC  COMPUTER  PROGRAM  ARSTRACT 


Tirt«  of  Vertical  Stresses  Beneath  Embankment  and 

Footing  Loadings  (10016)  _  _ _ 


mrMiM  mcmct 

U.  S.  Army  Engineer  District.  St.  Pau 


March  1968 


Douglas  Spauldin 


r  PUMOtl  or  MOO  MAM 

The  program  finds  vertical  stresses  for  applied  structural  loadings.  Either 
the  Boussinesq  or  Westergaard  method  of  solution  may  be  used.  Either  solution 
method  assumes  that  the  foundation  material  is  homogeneous  linearly  elastic 
material  and  that  superposition  is  valid. 


*.  nawMi  sncinotiau 


Timesharing  Program. 


C.  MTNOM 

Westergaard  or  Boussinesq  solution  method  of  calculating  stress  under  a 
rectangular  loaded  area.  Embankments  can  be  handled  also. 


Low  speed  terminal.  Central  processor. 


Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  come  directly  back  to  terminal  or  be  stored  in  a  file  to  be  listed 
later. 


Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 

1  TITLE  OF  PROGRAM 

1  VFRTI Pfll  STRESS  INDUCTION  AND  SETTLEMENT  ANALYSIS 

PROGRAM  NO. 

741-X6-A2-400 

PREPARING  AGENCY 

USAE.  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160 

AUTHORIS) 

Jim  Flock 

M.  Pittman 

DATE  PROGRAM  COMPLETED 

March  1979 

STATUS  OF  PROGRAM  | 

PHASE 

ORIGIN 

STAGE 

A.  PURPOSE  OP  PROGRAM 


To  compute  induced  vertical  stresses  within  a  soil  continuum  due  to  a  general- 
shaped  imposed  surface  load,  using  either  Westergaard  or  Boussinesq  theory 
for  both  two-  and  three-dimensional  analysis.  To  use  the  results  for  the 
computation  of  ultimate  and  time  rate  of  consolidation. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  FORTRAN  for  the  CYBER  175  computer  and  employs  the 
CALCOMP  software  for  plot  output. 


c.  METHODS 

By  using  superposition  and  the  general  equation  of  stress-induction  (derived 
by  authors)  an  array  of  coordinates  within  the  soil  continuum  are  assigned 
values  of  vertical  stress,  which  together  with  soil  properties  of  individual 
strata  yield  ultimate  settlement  at  specified  horizontal  positions  along  the 
soil  surface.  The  soil  properties  are  also  used  to  determine  time  rate  of 
settlement.  Both  plots  and  listings  are  available  for  the  resulting  computa¬ 
tions. 


D.  EQUIPMENT  DETAILS 

1  CYBER  175 

1  timesharing  terminal  (CRT) 
or 

1  high-speed  printer  and  off-line  Calcomp  plotter 


E.  INPUT  -OUTPUT 

Input  consists  of  a  single  input  file  of  loading  conditions,  options  and  soil 
properties. 

Output  consists  of  plots  of  stress-bulbs,  consolidation,  vertical  stress 
graphs  and  a  listing  of  consolidation  vs  time  for  specified  positions. 


F.  ADDITIONAL  REMARKS 


Engineering  Division  ID  No.  -  8K71001 


6.  Piezometer  Data 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

PIEZOMETER  DATA  EDIT  PROGRAM 


PREPARING  AGENCY 

USAE,  New  Orleans  District.  P.  0.  Box  631.  New  Orleans.  LA  70160 


AUTHORIS) 


Joe  Soileau 


A.  PURPOSE  OF  PROGRAM 


PROGRAM  NO 

732-F3-A2-20A 


[DATE  PROGRAM  COMPLETED 

STATUS  OF 

|  Jan  1978 

PHASE 

ORIGIN 

This  program  is  used  to  edit  and  sort  input  data  cards  prior  to  entry  into 
the  master  file. 


B.  PROGRAM  SPECIFICATIONS 


Program  is  written  in  FORTRAN  &  requires  16K  memories. 


c.  METHODS 


The  program  reads  a  card  and  performs  various  editing  functions  based  on 
established  criteria.  If  no  error  is  found  on  a  card  the  card  record  is 
written  on  a  file  to  be  used  by  the  UPOATE  PROGRAM-which  iimediately  follows 
this  program  in  the  job  stack.  If  an  error  is  detected,  the  record  is  printed 
with  an  appropriate  error  message. 


O.  EQUIPMENT  OETAILS 


1 .  G-635  computer 

2.  2  Disc  files  (5  links  each) 

3.  Cope  1200  remote  terminal 


E.  INPUT  -OUTPUT 


Input:  Piezometer  readings  card  records 

Output:  1.  valid  input  transactions  file 

2.  error  file  (prints) 


F.  ADDITIONAL  REMARKS 


Engineering  ID  No.  -  6K23007A 


PROGRAM  NO 

732-F3-A2-20B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

PIEZOMETER  MASTER  FILE  UPDATE  PROGRAM 


PREPARING  AGENCY 

USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160 


AUTHORISI 

Joe  Soileau 


A  PURPOSE  OF  PROGRAM 

This  program  updates  the  PIEZOMETER  MASTER  FILE,  using  valid  transactions  from 
the  edit  program  as  input  to  update  an  existing  file. 


DATE  PROGRAM  COMPLETED 

STATUS  OF 

Jan  1978 

PHASE 

ORIGIN 

B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  Fortran  and  requires  16K  memory. 


c.  METHODS 


The  program  updates  an  existing  master  file  with  valid  update  transactions 
provided  by  the  edit  program.  The  files  are  processed  in  sequence  by  adding, 
changing  and  deleting  records  by  individual  record  transaction  codes.  A 
transaction  report  is  provided  to  give  the  user  complete  details  of  every 
transaction  which  transpired-includi ng  invalid  transactions. 


EQUIPMENT  DETAILS 


G-635  Computer 
2  7-track  tapes  (556  bpi) 
1  disc  file  (25  links) 
Cope  1200  remote  terminal 


E.  INPUT  -OUTPUT 

Input:  1.  Old  master  file  (7-track  tape) 

2.  Update  transactions  (disc  file-25  links) 
Output:  1.  New  piezometer  master  file  (7-track  tape) 
2.  Transaction  report 


F.  ADDITIONAL  REMARKS 


Engineering  ID  No.  -  6K23007B 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

1  PROGRAM  NO. 

PIEZOMETER  DATA  EXTRACT  PROGRAM 

1  732-F3-A2-20C 

PREPARING  AGENCY 


USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160 

- - 1-  r-_—  --r-'-fr.— —  —  — — : — r — r - 


AUTHORIS) 

|oATE  PROGRAM  COMPLETED 

|  STATUS  OF  PROGRAM  | 

Joe  Soileau 

Feb  1978 

PHASE 

ORIGIN 

JSTAGE 

A  PURPOSE  OF  PROGRAM 


This  program  extracts  specified  data  from  the  PIEZOMETER  MASTER  FILE  to  be  used 
as  input  to  the  PIEZOMETER  PLOT  PROGRAM. 


B  PROGRAM  SPECIFICATIONS 


The  program  is  written  in  Fortran  and  requires  16K  memory. 


C.  METHODS 

The  program  reads  parameter  card(s)  which  specifies  a  specific  site  and  up  to 
10  specified  piezometers  at  the  site,  along  with  a  specified  period  of  record. 
The  selected  installation  records  and  piezometer  reading  records  are  written 
out  to  one  file;  the  headwater  and  tailwater  records  are  written  out  on  a 
second  file  along  scaling  information  for  each  frame.  This  second  file  is  then 
sorted  for  appropriate  data  sequence. 


D  EQUIPMENT  DETAILS 

1 .  G-635  computer 

2.  1  7-track  tape  (556-bpi,  piezometer  master  file) 

3.  2  disc  files 

4.  Cope  1200  remote  terminal 


E.  INPUT-OUTPUT 

Input: 

1. 

Piezometer  master  file 

2. 

Extract  parameter  file 

Output: 

1. 

Installation  &  piezometer  readings  file 

2. 

Site  headwater  &  tailwater  file  (with  sealing  info) 

F.  ADDITIONAL  REMARKS 

Engineering  ID  No.  -  6K23007C 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


title  of  program 

PROGRAM  NO 

PIEZOMETER  PLOT  PROGRAM 

732-F3-A2-20D 

PREPARING  AGENCY 


USAE,  New  Orleans  District,  P,  0.  Box  60267.  New  Orleans.  LA  70160 


AUTHORtsT 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  j 

PHASE 

STAGE 

J.  A.  Montegut  III 

Feb  1978 

ORIGIN 

A.  PURPOSE  OF  PROGRAM  | 

This  program  plots  the  data  outputed  from  the  extract  program  (732-F3-A2-20C) 


B  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  Honeywell  Series  600/6000  Fortran. 


c.  METHODS 

The  program  reads  the  output  from  program  732-F3-A2-20C  and  plots  the  specified 
piezometer  readings  vs  time.  Scaling  information  is  also  read  from  the 
"Extract"  program.  The  program  uses  conventional  Calcomp  plotting  techniques. 


D.  EQUIPMENT  DETAILS 

A  remote  job  entry  terminal  which  can  access  a  Honeywell  Information  System 
G-635  computer  system  with  disc  and  tape  capabilities  and  a  Calcomp  drum 
plotter.  Model  #925/1036. 


E.  INPUT  OUTPUT 

Input:  1.  Installation  &  piezometer  readings  file. 

2.  Site  headwater  &  tailwater  file  (with  scaling  info) 
Output:  1.  A  calcomp  plot  of  piezometer  readings  vs  time  plotted 
to  user  specified  scales  and  dimensions. 


F.  ADDITIONAL  REMARKS 

Engineering  10  No.  -  6K23007D 


WES 


FOAM 
1  JUL  »0 


2205 


AEPLACES  ENC  FOAM  ;8B3  WHICH  IS  OBSOLETE. 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 

TITLE  OF  PROGRAM  I  PROGRAM  NO 

PIEZOMETER  AUDIT  SUMMARY  REPORT  732-F3-A2-20E 

PREPARING  AGENCY 

USAE,  New  Orleans  District.  P.  0.  Box  60267,  New  Orleans,  LA  70160 _ 

AUTHORIS)  |OATE  PROGRAM  COMPLETED  STATUS  OF  PROGRAM 

PHASE  STAGE 

Joe  Soileau _ Feb  1978 _ ORIGIN _ 

A.  PURPOSE  OF  PROGRAM 


This  program  prepares  a  report  summarizing  the  contents  of  the  PIEZOMETER 
MASTER  FILE. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  Fortran  and  requires  10K  memory. 


c.  METHODS 

The  program  scans  the  PIEZOMETER  MASTER  FILE  and  produces  a  report  for  each 
site,  delineating  the  piezometers  at  each  site  along  with  the  "mean-max-mi n" 
period-of-record,  and  number  of  recordings  for  each  piezometer  at  a  site. 
Similar  statistics  are  provided  for  headwater  &  tailwater  at  each  site. 


O.  EQUIPMENT  DETAILS 

1 .  G-635  computers 

2.  1  7-track  tape 

3.  COPE  1200  remote  terminal 


E.  INPUT-OUTPUT 

Input:  Piezometer  Master  File 

Output:  Audit  Summary  Report 


F.  ADDITIONAL  REMARKS 

Engineering  ID  No.  -  6K23007E 


WES  ,  2205  MtPLACEl  CNG  FOWM  2*  •)  WHICH  IS  OBSOLETE. 
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ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


'  Of  PROGRAM 

PROGRAM  NO. 

nEZOMETER  TABULAR  LISTING 

732-F3-A2-20F 

PREPARING  AGENCY 


USAE,  New  Orleans  District.  P.  0.  Box  60267,  New  Orleans.  LA  70160 


AUTHOR(S) 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  | 

Joe  Soileau 

Nov  1978 

PHASE 

ORIGIN 

STAGE 

A.  PURPOSE  OF  PROGRAM 


This  program  is  used  to  prepare  a  tabular  listing  of  piezometer  readings,  along 
with  headwater  and  tailwater  readings,  for  any  number  of  prescribed  installatior 
sites  and  for  a  prescribed  period-of-record.  This  program  will  replace  a  great 
deal  of  drafting  work  in  preparation  of  the  tabulation  sheets  in  various 
reviews  and  publications. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  2  FORTRAN  modules  along  with  a  GMAP  SORT  MACRO, 
requiring  32K  memory. 


c.  METHODS 

The  first  FORTRAN  module  extracts  prescribed  data  from  the  piezometer  master 
file,  prepares  the  records  in  proper  groups  for  sorting  and  writes  the  data 
on  a  temporary  file.  The  GMAP  SORT  MACRO  then  sorts  the  records  as  required 
for  the  second  FORTRAN  module.  Finally,  the  second  FORTRAN  module  reads 
the  sorted  file  and  prepares  the  Tabulation  Report. 


O.  EQUIPMENT  DETAILS 

1 .  G-635  computer 

2.  1  7-track  tape 

3.  2  disk  files  (1  linked  file,  1  random  file,  50  links  each) 

4.  COPE  1200  remote  terminal 

5.  1  timesharing  terminal 


E.  INPUT  -OUTPUT 

Input:  1.  Piezometer  master  file 

2.  Extract  parameter  file 

Output:  Piezometer  tabulation  report 


F.  ADDITIONAL  REMARKS 


Engineering  Division  ID  No.  -  6K23007F 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

PIEZOMETER  INFORMATION  SYSTEM  PLOT  (CRT  Version) 


PREPARING  AGENCY 

USAE,  New  Orleans  District.  P.  0.  Box  60267.  New  Orleans.  LA  70160 


authoris)  j.  a.  Montegut  III  oate  program  completed  status  of  PROGRAM 

Revised  for  interactive  graphics  by  phase 

Kinney  Beniot  April  1978  ORIGIN 


A.  PURPOSE  OF  PROGRAM 

The  program  generates  a  plot  of  piezometer,  headwater,  and  tailwater  elevations 
versus  dates  the  data  was  recorded  on  an  interactive  graphics  display  terminal. 
The  plot  should  be  used  as  a  visual  edit  of  this  data  extracted  by  732-F3-A2-20C 
before  Calcomp  drum  plot  is  produced  by  732-F3-A2-20D. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  Honeywell  Series  600/6000  FORTRAN  IV  and 
requires  the  Graphics  Compatibility  System  interactive  graphics  routines  for 
execution.  The  program  is  part  of  the  "Piezometer  Information  System". 


C.  METHODS 

The  program  reads  the  output  from  program  number  732-F3-A2-20C  and  plots 
specified  piezometer,  headwater,  and  tailwater  readings  for  a  specific 
installation  versus  time.  Scaling  information  is  also  read  from  the 
732-F3-A2-20C  extracted  data  which  resides  on  the  "Piezometer  Information 
System"  data  base. 


O.  EQUIPMENT  DETAILS 

The  program  needs  an  interactive  graphics  display  terminal  similar  to 
Tektronix  4014-1  data  terminal  and  a  timesharing  system  similar  to  the  WES 
HIS  G-635  computer  system  with  disc  capabilities. 


E.  INPUT-OUTPUT 

Input:  1.  Installation  and  Piezometer  Reading  File  extracted  by 

732-F3-A2-20C. 

2.  Site  Headwater  and  TailwaterFile  with  scaling  information 
extracted  by  732-F3-A2-20C. 

Output:  An  interactive  graphics  display  terminal  plot  of  piezometer,  headwater, 
and  tailwater  readings  versus  time. 


F.  ADDITIONAL  REMARKS 

Program  request  implied  in  Paragraph  l.C,  of  the  DF,  LMNED-DD,  dated 
28  September,  subject:  A0P  Applications,  written  by  Mr.  Bob  Grubb  for 
Mr.  Ted  Mehrtens. 


Engineering  ID  No.  -  5K23005 


|  ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT  ] 

TITLE  OF  PROGRAM 

PROGRAM  NO.  1 

PIEZOMETER  PROFILE  PLOT  EXTRACT 

732-F3-A2-20H  1 

PREPARING  AGENCY 

_ 

|USAE,  New  Orleans  District,  P.  0.  Box  60267.  New  Orleans 

•  LA 

70160 

_ 

AUTHOR(S) 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  ] 

PHASE 

STAGE 

Phil  Winterfield 

May  1979 

ORIGIN 

A.  PURPOSE  OF  PROGRAM 


This  program  will  extract  data  from  the  "Piezometer  Information  System" 
master  data  tape  and  write  the  extracted  data  onto  disc  in  the  format  suitable 
for  use  with  the  “Piezometer  Profile  Plot". 


8.  PROGRAM  SPECIFICATIONS 

A  maximum  of  20  piezometer  readings  for  10  days  of  record  may  be  extracted. 
This  program  is  written  in  FORTRAN  IV  and  is  part  of  the  "Piezometer 
Information  System". 


c.  METHODS 

The  program  reads  from  a  sorted  master  tape  and  writes  these  records  to  a  quick 
access  disc  file. 


D.  EQUIPMENT  OETAILS 

1  G-635  computer 
1  Remote  Job  Entry  Terminal 
1  7- track  Tape  Drive 


E.  INPUT-OUTPUT 

Input:  1  7-track  tape  from  "Piezometer  Information  System"  master  tape. 

Output:  1  Disc  File 


F.  ADDITIONAL  REMARKS 

Reference  is  made  to  DF  dated  16  January  1979  from  C/F4M  Branch  to  C/Survey 
Branch  concerning  subject:  Item  E-4,  Sand  Drain  Evaluation  Section. 

Engineering  Division  ID  No.  -  6K23007H 


WES  ,:r»  2205  REPLACES  (NO  FORM2SS3  WHICH  IS  OBSOLETE- 
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jj  ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT  | 

I  TITLE  OF  PROGRAM 

|  PIEZOMETER  PROFILE  PLOT 

PROGRAM  NO  | 

732-F3-A2-20I 

|  PREPARING  AGENCY 

1  USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans 

iLA 

70160 

AUTHOR(S) 

OATE  PROGRAM  COMPLETEO 

STATUS  OF  PROGRAM  || 

Phil  Winterfield 

May  1979 

PHASE 

ORIGIN 

STAGE 

A.  PURPOSE  OF  PROGRAM 


This  program  is  used  to  graphically  display  piezometer  water  surface  profiles 
(elevation  versus  distance)  for  up  to  10  individual  dates  of  record. 


B.  PROGRAM  SPECIFICATIONS 

Up  to  20  piezometer  readings  for  10  days  of  record  may  be  shown  in  one  graphic 
display.  All  of  the  data  from  the  extracted  data  file  will  be  plotted  on  each 
plot  run.  This  program  is  written  in  FORTRAN  IV  and  is  part  of  the  "Piezometer 
Information  System”. 


c.  METHODS 

The  program  uses  the  output  generated  by  the  “Piezometer  Profile  Extract" 
program  to  provide  a  CRT  or  Calcomp  plot  of  the  extracted  data.  The  data 
is  plotted  onto  a  Cartesian  coordinate  system. 


O.  EQUIPMENT  OETAILS 

1  G-635  Computer 
1  Tektronix  4014  CRT 

1  Harris  COPE  (Remote  Job  Entry  Terminal) 
1  Calcomp  925/1036  Drum  Plotter 


E.  INPUT  -OUTPUT 

Input:  1  quick  access  disc  file 

Output:  1  CRT  plot  or  Calcomp  plot 


F.  ADDITIONAL  REMARKS 

Reference  is  made  to  OF  dated  16  January  1979  from  C/F&M  Branch  to  C/Survey 
Branch  concerning  subject:  Item  E-84,  Sand  Drain  Evaluation  Section. 

Engineering  Division  ID  No.  -  6K23007I 


WES  ,  rM.„  2205 


MCPLACCS  CNG  FORM  ]|l|  WHICH  l»  OBlOlt  Tl 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

PIEZ  CHANGE  FOR  T.O.R..  WS.  HW  &  TW 


PREPARING  AGENCY 

USAE,  New  Orleans  Distri 


AUTHOR(S) 

Joseph  V.  Soileau 


A.  PURPOSE  OF  PROGRAM 


DATE  PROGRAM  COMPLETED 

STATUS  OF 

Nov  1979 

PHASE 

ORIGIN 

STAGE 


The  purpose  of  program  is  to  search  the  piezometer  master  tape  to  find  a 
specific  piezometer  and  between  specific  dates  have  the  ability  to  change  (by 
adding  numerically)  either,  or  all,  of  the  elevation  records  representing  top 
of  riser,  water  surface  elevation  in  the  riser,  headwater  and  tailwater 
elevations. 


B.  PROGRAM  SPECIFICATIONS 


The  program  is  written  in  FORTRAN  and  requires  26K  memory. 


C.  METHODS 


The  user  completes  input  data  containing  the  following: 

a.  Station  code  f.  Top  of  riser  elevation  adjustment 

b.  Piez  code  g.  Riser  surface  elevation  adjustment 

c.  B  record  h.  Headwater  elevation  adjustment 

d.  Date  (initial)  i.  Tailwater  elevation  adjustment 


a. 

Station  code 

f. 

b. 

Piez  code 

g. 

c. 

B  record 

h. 

d. 

Date  (initial) 

i . 

e. 

Date  (final) 

D. 

EQUIPMENT  DETAILS 

Timesharing  Terminal  and  COPE  Terminal 
G-635  Computer 


E.  INPUT  -OUTPUT 


Input:  Timesharing  (CARD)  or  Cards 

Output:  1.  Printer 

2.  7-track  tape 


F.  ADDITIONAL  REMARKS 

Engineering  Division  ID  No. 


6K23007J  (Source)  -  8  Nov  79 
6K23008J  (BCD.NOGO) 

K23007J  ( JCL) 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OF  PROGRAM 

Digit  8 

PROGRAM  NO. 

741-G1-A4040 

PREPARING  AGENCY 

Analytical  Section,  F&M  Branch,  U. 

S.  Army  Engineers,  Vicksburg  District  j 

AUTHOR  (SI  "1 

DATE  PROGRAM  COMPLETED 

STATUS  OF  PROGRAM  ] 

G.  Wardlaw 

PHASE 

STAGE 

A.  PURPOSE  OF  PROGRAM 


This  program  is  an  interactive  data  reduction  program  used  to  reduce  data 
from  the  Slope  Indicator  Mag  Tape  Reader,  Vertical  Slope  Pipes. 


S.  PROGRAM  SPECIFICATIONS 


C.  METHOOS 


O.  EQUIPMENT  OETAILS 
Tektronix  4081 


E.  INPUT  -OUTPUT 

Input  data  transferred  directly  from  Slope  Indicator  Mag  Tape  Reader. 
Output  data  presented  as  table  of  movement  and  plot  of  movement. 


F.  ADDITIONAL  REMARKS 


WES 


FOAM 

I  JUL  tO 


2205 


REPLACES  ENG  FORM  2SS1  WHICH  IS  OBSOLETE. 
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[  ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 

PROGRAM  NO. 

741-F3-A2-570 

PREPARING  AGENCY 

USAE,  New  Orleans  District,  P.  0.  Be 

)x  60267,  New  Orleans.  LA  70160  1 

AUTHOR(S) 

Philip  Winterfield 

DATE  PROGRAM  COMPLETED 

December  1979 

STATUS  OF  PROGRAM  | 

PHASE 

0RIG 

STAGE 

A.  PURPOSE  OF  PROGRAM 


This  program  will  perform  extract  requests  from  the  systems  master  data  tape, 
convert  the  data  to  depths  in  feet  and  deflections  in  inches  and  write  this 
information  to  a  quick-access  disc  file  in  a  format  suitable  for  use  with 
the  slope  inclinometer  plot  program. 


•.  PROGRAM  SPECIFICATIONS 

The  program  will  extract  Information  for  up  to  10  days  for  6  well  sites.  The 
languages  used  is  FORTRAN  IV.  The  program  is  part  of  the  "Slope  Inclinometer 
Data  System". 


C.  METHODS 

An  initial  data  reading  for  each  well  is  used  as  a  reference  to  all  subsequent 
readings.  Computations  are  based  on  the  difference  between  the  initial  and 
subsequent  deflection  readings  and  on  changes  in  elevation. 


D.  EQUIPMENT  OETAILS 

1  -  G-635  Computer 
1  -  7 -Track  Tape  Drive 
1  -  Disc  Drive 


E.  INPUT  OUTPUT 

Input:  1  7-Track  Tape  Drive 
Output:  1  Disc  file 


F.  ADDITIONAL  REMARKS 

Engr.  Div.  10  #  6K74003C 

Request  for  the  "Slope  Inclinometer  Data  System"  is  Implied  in  the  DF,  LMNED-FD, 
dated  16  January  1979,  subject:  Item  E-84,  Sand  Drain  Evaluation  Section. 


WES 


FORM 

1  JUV.  *0 


2205 


NEfLACU  EN0  FORM  1HI  WHICH  IS  OtIOLI  TC . 
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8.  Plotting  Programs 
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j  ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT  j 

1  TITLE  OF  PROGRAM 

|  GENERAL  TYPE  BORING  LOG  PLOT,  MOD.  7 

I  PREPARING  AGENCY  J 

|USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160  I 

author!*)  L  H  Manson,  Jr. 
converted  to  HIS  G-635  by 

DATE  PROGRAM  COMPLETED 

March  1976 

STATUS  OF  PROGRAM  | 

PHASE 

Mod  7 

STAGE 

Feb  1976 

A.  PURPOSE  OF  PROGRAM 


To  plot  a  graphic  representation  of  General  Type  soil  and  rock  symbol  and 
either  the  water  content,  stratum  change,  D,.  grain  size,  consistency,  color, 
modification  symbols,  and  penetration,  or  a  variable  input  description  of  the 
physical  properties  of  the  soil  or  rock  may  be  plotted. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  Honeywell  Series  600/6000  FORTRAN  and  requires 
the  Calcomp  plot  software  for  execution.  The  program  was  written  to  conform 
to  all  standards  used  in  the  Lower  Mississippi  Valley  Division  for  plotting 
General  Type  soil  and  rock  borings.  There  is  no  limit  to  the  depth  or  number 
of  borings  per  plate. 


c.  METHOOS 

A  rock  symbol  can  be  plotted  over  a  soil  or  another  rock  symbol  to  produce 
any  combination  of  symbols.  Additional  soil  or  rock  symbols  can  be  added  to 
the  program  with  slight  modification. 


D.  EQUIPMENT  DETAILS 

One  remote  job  entry  terminal  which  can  access  a  Honeywell  Information  System 
G-635  computer  system  with  disc  capabilities.  The  system  must  also  be  capable 
of  transmitting  card  image  plot  records  to  a  remote  job  entry  terminal.  A 
Calcomp  Drum  Plotter,  Model  925/1036  is  also  required. 


6.  INPUT  -OUTPUT 

Input  is  by  cards  which  are  punched  directly  from  a  Soil  Laboratory  Boring  Log 
Form.  This  form  is  prepared  when  the  log  samples  are  analyzed  and  is  retained 
as  a  permanent  record  of  the  log.  Additional  input  from  six  plate  title  cards 
and  from  a  general  card  defining  the  horizontal  and  vertical  scale  and  the 
number  of  logs  per  plate  is  required  if  a  final  plate  is  desired.  Output  is  by 
means  of  a  printer  which  lists  the  data  and  by  means  of  a  magnetic  tape  which 
contains  the  loo  plot. _ _ _ 

F.  ADDITIONAL  REMARKS 

Laboratory  Boring  Log  Form,  data  write-up,  output  description,  and  operating 
Instruction  are  available. 
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TITLE  Of  PROGRAM  PROGRAM  NO. 

UNDISTURBED  BORING  LOG  PLOT  WITH  GRID _ 741-F3-A2-240 

PREPARING  AGENCY 

USAE,  New  Orleans  District,  P.  0.  Box  60267,  New  Orleans,  LA  70160 _ 

AUTNORISI  .  3  _ lOATE  PROGRAM  COMPLETED!  STATUS  OF  PROGRAI 


,  LA  70160 _ 

STATUS  Of  PROGRAM 
PHASE  STAGE 

Mod  3  Feb  76 


nwinunioi  ^  SOn  Jr  muunRm  uuwrLc  I  cu  •>«  ur  rnuunMM 

converted' to  HIS  G-635  by  M.  LaMarc,  „  ,  f‘HASE  |STAGE 

_ _ _  March  1976  1  Mod  3  Feb  76 

A.  PURPOSE  OF  PROGRAM 

To  plot  a  graphic  representation  of  undisturbed  type  soil  boring  logs,  and  to 
plot  the  data  grid,  plasticity  chart,  shear  strength  data  charts,  and  consoli¬ 
dation  data  grid  which  may  consist  of  two,  three  or  four  cycle  log  grids.  The 
soil  symbols,  stratum  changes,  penetration  resistances,  D,n  sizes, 
consistences,  and  modification  symbols  can  be  plotted  on  u  the  log. 


B.  PROGRAM  SPECIFICATIONS 

The  program  is  written  in  the  Honeywell  Series  600/6000  FORTRAN  and  requires 
the  Calcomp  plot  software  for  execution.  The  program  has  been  written  to 
conform  to  all  standards  used  in  the  Lower  Mississippi  Valley  Division  for 
plotting  Undisturbed  Boring  Logs.  The  program  generates  either  a  32  or  40 
inch  plate  with  either  a  2,  3,  or  4  cycle  consolidation  grid  or  no  consolidation 
grid  at  all.  Shear  strength  may  be  plotted  on  variable  scale. 


Subroutines  were  written  for  each  soil  symbol  (unified  Soil  Classification) 
shown  on  Soil  Boring  Legend  (File  No.  H-2-21800)  used  in  LMVD.  Additional 
soil  symbols  can  be  added  to  the  program  with  slight  modification. 


EQUIPMENT  DETAILS 


One  remote  job  entry  terminal  which  can  access  a  Honeywell  Information  System 
G-635  computer  system  with  disc  capabilities.  The  system  must  also  be  capable 
of  transmitting  card  image  plot  records  to  a  remote  job  entry  terminal.  A 
Calcomp  Drum  Plotter,  Model  925/1036  is  also  required. 


e.  input-output  inpUt  by  car^s  which  are  punched  directly  from  Soil's 
Laboratory  Boring  Log  Form  (LMN  Form  721).  The  form  is  prepared  when  the  log 
samples  are  analyzed  and  is  retained  as  a  permanent  record  of  the  log.  Output 
Is  by  printer  and  contains  a  listing  of  the  data  and  by  magnetic  tape  which 
contains  the  plate  plot.  The  plotted  plate  consists  of  the  boring  log,  the 
test  data  values  plotted  on  the  appropriate  grid,  the  border,  title  block, 

F.  ADDITIONAL  REMARKS 

Laboratory  Boring  Log  Form  ILMN  721),  data  write-up,  and  operating  instructions 
are  available. 


(Engineering  Division  ID  No.  -  6K71003 
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CATEGORY  B 


'TW'Ci  or  «»ooWAW  moenAx  ko. 

A  Three-Dimensional  Finite  Element  Data  Edit  Program _ 704-F3-R0219 

mcPMiNo  A««K<r  u,  S.  Array  Engineer  Waterways  Experiment  Station,  Automatic 


1  Data  Processing  Center.  P.  0.  Box  631.  Vicksburg.  MS  39180 

ItiTxoABI 

^OQ RAM  COM F LET  ID 

v". 

Fred  T.  Tracy 

RMABK 

•  T  ABE 

Alberta  M.  Wade 

August  1979 

INIT 

T."W»iWo»«  or  paooaab 


This  program  plots  a  three-dimensional  (3-D)  finite  element  (FE)  grid  using 
as  input  the  data  cards  for  either  the  SAPS  or  3-D  Seepage  FE  analysis 
programs.  The  FE  grid  can  be  plotted  with  either  hidden  lines  deleted  or 
all  lines.  The  picture  can  also  be  rotated  for  obtaining  different  views. 


a.  moaxAn  awacirtcATKMt 

The  program  runs  on  the  Honeywell  G-63S  computer  and  takes  79K  memory  with 
the  maximum  number  of  nodes  and  elements  both  set  at  1000.  The  graphics 
software  used  is  the  Graphics  Compatibility  System  (GCS)  and  thus  the  program 
runs  in  the  ASCII  (as  compared  to  BCD)  mode.  The  dimensions  can  therefore 
be  reduced  and  the  program  will  run  with  slight  modification  on  the 
Tektronix  4012,  4014,  or  4016  terminal. 
c.  hcthom  ~  ~~ 

Hidden  lines  are  determined  using  the  Watkins  hidden  surface  algorithm. 

These  and  other  techniques  (such  as  orthographic  protection)  are  described 
in  the  Instruction  Report  K-80-3  which  documents  this  pi-ogram. 


D.  (QUlWwCNT  OrrAlU 

In  the  batch  mode  the  program  produces  a  magnetic  tape  to  be  used  off-line 
to  produce  a  Calcomp  drum  plot.  In  the  time  sharing  mode  the  program  plots 
the  FE  grid  on  a  Tektronix  4012,  4014,  or  4016  interactive  graphics  terminal. 


I.  lUPUV-MYOT 

Th i;  grid  is  read  from  file  code  02,  and  commands  which  describe  how  to  plot 
the  grid  are  given  in  file  code  01.  The  output  file  code  for  the  drum 
plotter  is  37.  The  printout  is  assigned  to  file  code  07.  File  code  04  is 
used  for  temporary  storage. 


r.  AoorrioxAL  mckamm 

All  or  part  of  the  elements  can  be  plotted.  Window  or  close-up  plots  of 
particular  regions  can  also  be  obtained.  Node  and  element  numbers  can  be 
plotted  upon  request. 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


titicof  raooiiAH  a  finite  tlement  Program  tor  Axisymmetrlc 
or  Plane  Strain  Simulation  of  Soil-Structure  Interaction 

(AXISYM) 


niwili  mo> 

713-F3-R0030 


Aogmev  U.  s.  Army  Engineer  Waterways  Experiment  Station,  Geotechnical 


AuFhoAHI - - - 

mmmnEisssmi 

D.  M.  Holloway 

Sep  1976 

"“■init 

Op 

a.  RmPen  or  nmu 


Calculates  stresses  and  displacements  for  static  soil-structure  interaction 
problems  using  an  incremental/iterative  displacement  formulation. 


I.  fMHMIHClFKniOM 


Written  in  standard  G-6000  FORTRAN. 


C.  MTHOOt 


Provides  solutions  to  either  plane  strai.  r  axisymmetrlc  problems  involving 
concentrated  force,  nodal  displacement,  a.  u  boundary  pressure  loading 
conditions  only. 


O-  KQUietCKMT  OCT  AILS 


G-635  Computer. 


C.  IMPbT  -  OUTPUT 


See  documentation  described  below. 


r.  AoomoNAL  ■«■*»«* 


Documentation  contained  in  WES  Contract  S-76-13,  "User's  Manual  for 
AXISYM:  A  Finite  Element  Program  for  Axisymmetrlc  or  Plane  Strain  Simulation 
of  Soil-Structure  Interaction,"  by  D.  M.  Holloway,  Duke  University,  Sep  1976. 
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CLKCTtOMC  COMPUTOI  PB06BAM  ABSTRACT 


TWCS  or  tXoSKSB 

BISAR 


TSSSKIHTW: - 

713-F3-R0053 


mkfmih*  mxmcy  u.  S.  Army  Engineer  Waterways  Experiment  Station,  Geotechnical 


XBTRWBl - “ - 

Shell  Oil  Company 


emitter  MocMia 

August  1974 

man 

•TAOS 

C"Fuai»CM  or  KBiB 

This  is  a  general-purpose  program  for  computing  stresses,  strains  and  displace¬ 
ments  in  elastic  multilayered  systems  subjected  to  one  or  more  uniform  loads, 
acting  uniformly  over  circular  surface  area.  These  surface  loads  can  be 
combinations  of  a  vertical  normal  stress  and  a  unidirectional  tangential 
stress. 


■  .  nmiiMmcinc«TMM 

FORTRAN  IV 


c.-MfSoa - * - — 

Conventional  engineering  techniques  are  utilized.  Standard  programming 
methods  in  FORTRAN  IV  are  used. 


o'."  oarSICS  ”  — — — 

Program  is  for  Honeywell  6000  series  computer  but  can  operate  on  any  compatible 
system.  No  special  computer  equipment  is  required. 


«.  tUPUT.WTWT 

Input  consists  of  the  data  required  to  compute  the  stresses,  strains,  and 
displacements. 

Output  data  is  listed  with  identifying  headings.  Normal  output  shows  all 
stresses,  strains  and  displacements. 


r.  aoo<ti3m« 


Complete  documentation  of  this  program  is  available  from  the  Engineering 
Computer  Programs  Library  (ECPL) ,  WES. 

Distribution  outside  the  Corps  of  Engineers  must  be  approved  by  the  Shell 
Oil  Company. 


2M3 


BMVIBWI  KOI  TIMS  AOS  •MtkCTl. 


ILtCTKOMC  OQMPUm  PKOMAM  AMTtACT 


or  g^gL  _  Numerical  Analysis  of  Beams  and  ■ 

Beam-Columns  (X0032)  I  713-F3-R0050 


**a»ev  u.  s.  Army  Engineer  Waterways  Experiment  Station,  Automatic 

39180 


Data  Pro 


T.  Allen  Haliburton 
Oklahoma  State  University 
Adapted  for  "CORPS"  -  WES  ADPC 


This  program  solves  a  linearly  elastic  beam-column  loaded  and  restrained  in 
various  manners  or  solves  a  beam-column  in  nonlinear  soil  and/or  other  type 
of  nonlinear  load-deflection. 


FORTRAN  IV,  Timesharing  program. 


Finite  difference  method  is  used  to  model  the  linearly  elastic  beam-column. 
Linear  or  nonlinear  restraints  may  be  placed  along  the  beam  column. 


Low  speed  terminal,  central  processor. 


Input  may  be  entered  from  a  predefined  data  file  or  interactively  at  execute 
time. 

Output  may  be  directed  to  an  output  file  or  come  directly  back  to  the  terminal 


r.  tMnmu.  hum 


Program  is  available  through  the  CORPS  on  WES  G-635,  CSC  H6000  at  Macon,  GA, 
and  Boeing  Computer  Services. 
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Tint  or  »•  An  iterative  Layered  Elastic  Computer 

Program  for  Rational  Pavement  Design  (CHEVIT 


mcpmiins  Miner  u.  S.  Army  Engineer  Waterways  Experiment  Station,  Geotechnical 
Laboratory,  P.  0.  Box  631.  Vicksb 


Yu  T.  Chou 

C  euneou  or  e«OQ«»V‘ 


Feb  1976 


Rational  design  of  pavements  incorporating  stress-dependent  moduli  of 
pavement  materials. 


I.  MOMM  SP«CiriCATIO«l 


Written  in  standard  G-6000  FORTRAN. 


C.  IMTHOOl 


Expanded  and  modified  version  of  a  Chevron  Oil  Company  program  which  is 
based  on  Burmister's  linear  layered  elastic  solution.  Incorporates 
stress-dependent  moduli  of  pavement  materials  through  iterative  procedures 
and  also  accounts  for  linear  problems. 


f.  AOOCTIQMAk  «*■»■«» 

Documentation  contained  in  WES  Technical  Report  S-76-3,  "An  Iterative  Layered 
Elastic  Computer  Program  for  Rational  Pavement  Design,"  by  Yu  T.  Chou,  Feb 
1976. 
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TWUtWRAbilUU 

Wilson's  Plane  Stress  Finite  Element  Code  (FBfWII.)  1 

mwMMiNt  U.S.  Army  Engineer  Waterways  Experiment  Station.  Automatic  Data 


1  Process! ok  Center.  P.  0.  Box  631.  Vlcksburs.  Miss.  39180 

MlfdWT - 

Prof.  E.  L.  Wilson 

DKTI  mOOH  AM  CWFLKTIO 

1966 

PRAM 

Mod 

•TAB! 

On 

A.  MNU  V  MttVAi 


To  compute  stresses  and  deformations  In  a  linear  elastic  or  bilinear  elastic 
medium.  Can  work  plane  stress  or  axisysnetric  problems.  Can  be  made  to  work 
plane  strain  problems  by  modifying  the  Input  of  the  modulus  and  Poisson's 
ratio. 


m.  emeoeam  ssmeiMCATiema 

Coded  In  FORTRAN  IV.  Uses  2  scratch  tapes  during  execution. 


i.  ddfwdM - - 

Finite  element  method  using  constant  strain  triangles  (CST).  Quadrilateral 
element  can  be  Input  (program  decomposes  each  quadrilateral  to  4  CST' s) . 


fc.  ddu«*mds*  o«7ua - 

GE  600  and  GE  400  aeries  computers  (Batch  and  Time-sharing). 
G-600  Time-sharing  version  also  available  on  WESLIB. 


■R. 

Input  by  cards.  Output  on  printer  and/or  In  punched  cards. 


f.  omrisut  ssmaass 

References: 

Wilson,  E.  L.,  Short  Course  on  Finite  Elements  -  Class  Notes 
University  of  California  1965-1968. 
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Stress- Deformation  Analyses  of  Soils  -  1  FESSiil 


mipuiw  uinct  u.  5.  ArmyTSngineer  Waterways  experiment 
Data  processing  Center,  Vicksburg,  Miss.  39180 _ 


N.  Radhakrishnan  (based  on  a  1966 

program  by  Prof.  E.  L.  Wilson) _ 1966-1969 _ 


k.  pvpm  or  FROMM 

Computation  of  stresses  and  deformations  in  soil  masses  in  plane  strain 
geometry,  program  takes  into  account  the  nonlinear  behavior  of  soil  systems. 
Program  can  be  used  for  any  stress-analysis  problem  including  footing 
analysis,  gravity  tum-on  stresses  and  deformations  in  earth  dam3  and 
slopes,  etc. 


I.  RMIRMSRKinCRTNRI 

Program  is  coded  in  FORTRAN  IV  language.  Use3  2  scratch  tapes  during 
execution. 


Finite  element  method  using  constant  strain  triangles  (CST).  Quadrilaterals 
can  be  input  (program  decomposes  each  quadrilateral  to  U  CST' 3).  Nonlinear 
analysis  is  done  by  an  incremental-iterative  procedure,  program  takes  in 
soil  tri axial  compression  stress-strain  curves  in  a  tabular  form  for  the 
nonlinear  analysis. 


Can  run  on  QE  U00,  GE  600,  and  CDC  660  conputers.  Can  be  easily  modified  to 
run  on  other  conputers  (with  storage  greater  than  32k)  . 


Input  is  in  the  form  of  cards  and  output  is  printed. 


f.  *oerriem*k  ■(■Ann 

References : 

1.  Radhakrishnan,  N.,  "Solution  of  Soil  plane  Strain  Problems  in  Roil 
Mechanics  Using  the  Method  of  Finite  Elemente",  Ph.D.  Thesis,  university 
of  Texas  at  Austin,  May  196?. 

2.  Radhakrishnan,  N. ,  "WES  3iort  Course  on  Finite  Element  Method  -  Class 
Notes",  1970. 


ILtCTROMC  COMTUTIA  PROGRAM  AUTRACT 


Stress- Deformation  Analyses  of  Soils  -  III 


resslal2 


ir  Waterways  Exp 

eriment  Station,  Automatic 

Miss.  39180 

N.  Radhakrishnan,  (based  on  a  19& 
program  by  Prof.  E.  L.  Wilson) 


k.  puhfosk  or  nmnu 

Confutation  of  stresses  and  deformations  in  soil  masses  in  axisyimnetric 
or  plane  strain  geometry.  Program  takes  into  account  the  nonlinear  behavior 
of  soil  systems.  Program  can  be  used  for  any  stress-analysis  problem 
including  footing  analysis,  gravity  turn-on  stresses  and  deformations  in 
earth  dams  and  slopes,  etc. 


i.  nmautNCinckTMM 

program  is  coded  in  FORTRAN  IV  language.  Uses  2  scratch  tapes  during 
execution. 


Finite  element  method  using  constant  strain  triangles  (CST).  Quadrilaterals 
can  be  input  (program  decorf oses  each  quadrilateral  to  U  CST's).  Nonlinear 
analysis  is  done  by  an  incremental-iterative  procedure,  program  takes  in 
nonlinear  stress-strain  data  (‘itted  in  a  hyperbolic  form  for  both  the  shear 
modulus  and  the  Poisson's  ratio. 


Can  run  on  GE  U00,  GE  600,  and  CDC  660  computers.  Can  be  easily  modified  to 
run  on  other  computers  (with  storage  greater  than  32K). 


Input  is  in  the  form  of  cards  and  output  is  printed.  Printer-plots  of 
stress,  strain,  and  deformation  levels  can  also  be  obtained  in  the  GE  600 
version. 


CATEGORY  B 
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f  Vf  L*  or  MIOSS**  FAOOAAH  *6. 

Finite  Element  Method  Post  Processor  (GPOSTFEM)  704-F3-R0005 


mruiM  mkmcv  u.  5.  Army  Engineer  Waterways  Experiment  Station,  Automatic 
Data  Processing  Center,  P.  0.  Box  631,  Vicksburg,  MS  39180 _ 


iuTwoRTir - 

BWTWIMHMf CBHPlif  16  ' 

1 _ ,T«TU1  f«oo«»» 

nun 

•TABR 

Fred  Tracy 

Oct  76 

Init 

Op 

_ 

1.  or  fsosaah 


Program  Is  a  post  processor  which  takes  a  data  file  generated  from  a  FEM 
analysis  program  and  graphically  displays  results  as  1)  numbers,  2)  contours, 
3)  vectors,  4)  displaced  grid,  5)  orthographic  view,  or  6)  perspective  view. 
Provides  rapid,  easy  determination  of  what  a  FEM  analysis  really  means. 


a.  MMMUimanwTNM 

Program  is  written  in  Honeywell  600/6000  time-sharing  FORTRAN,  and  uses 
Graphics  Compatibility  System  (GCS)  for  plotting. 


C.  HTMM 

Interactive  choice  of  display  types  for  a  given  set  of  output  data. 
Hard  copies  of  desired  plots  can  be  made  on  off-line  drum  plotter. 


o.  scrani 

Honeywell  G-635  computer  with  time-sharing  capability 
Tektronix  4012  or  4014  graphics  terminal 
CalComp  92S/1036  drum  plotter 

I.  IHMJf-WTKJY  ~ 

Input; 

FQf  output  data: 

1)  Grid  size 

2)  Node  data 

3)  Element  data 

Output:  Graphical  display  of  FQi  output  in  one  of  six  forms  given  in  A  above, 
_ along  with  grid  outline  for  each  plot.  _ _ _ 

r.  AOOfTKMAL  SiWASKS 

Documentation  contained  in  Miscellaneous  Paper  No,K-77-4,  Aug  1977,  available 
from  Engineering  Computer  Programs  Library,  USAE  Waterways  Experiment  Station, 
P.  0.  Box  631,  Vicksburg,  MS  39180. 

FTS  542-2581 


ms  Foss 
>  turn  » 


2US 


eaavtev*  aeiTiesa  SMStcra. 
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title  or  **oa*Ak  An  Interactive  Graphics  Finite  Element 
Method  Grid  Generator  for  2-D  Problems  (GPREFEM) 

TJ7T 


7535*13  US. 

_ 704-F3-R.0006 

Army  Engineer  Waterways  Experiment  Station',  Automatic 


**(»Mim  *B«*CT 

Data  Processing  Center,  P 


0.  Box  631,  Vlcksbjrgj  MS  39180 


JO* 


pasffi 


Tcmrr 


autmoaui 


August  1977 


•tatug  or  ** OGHAM 


Init 


Op 


Fred  Tracy 

1.  rulrau  or  75855SB 

This  program  starts  with  an  input  data  file  that  describes  the  geometry  of  the 
problem  and  the  density  of  nodes  and  elements  and  generates  a  finite  element 
method  (FEM)  grid.  Boundary  condition  information,  smoothing,  bandwidth 
minimization,  and  triangle  removal  can  be  applied  to  the  generated  grid. 


Is.  morn  am  mcinwTNM 

Program  written  in  Honeywell  600/6000  time-sharing  FORTRAN. 


C.  MSTHOOt 

See  Tracy,  Fred  T. ,  "Graphical  Pre-  and  Post-Processor  for  2-Dlmensional 
Finite  Element  Method  Programs",  SIGGRAPH-ACM,  Volume  II,  Number  2,  Sumner 


1977. 


s.  «Oui*M(irr  mctaila 

Honeywell  G-635  computer  with  time-sharing  capability. 
Tektronix  4012  or  4014  graphics  terminal 
CalComp  925/1036  drum  plotter 


i.  input -aw  nr - * - 

The  input  data  file  can  be  Interactively  edited,  and  the  results  then  saved 
in  a  restart  file. 

The  grid  can  also  be  interactively  plotted  and  edited  and  then  saved  in  an 
output  file. 


W.  AOWTIOMAL  AEMAAAS 

Documentation  contained  in  Miscellaneous  Paper  No.  K-77-5,  Aug  1977, 
available  from  Engineering  Computer  Programs  Library,  USAS  Waterways 
Experiment  Station,  P.  0.  Box  631,  Vicksburg,  MS  39180. 

FTS  542-2581 
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fLSCTMMC  COMPUTt*  fCOCCAM  AMTKACT 


I  WiiA  JL»  III  LZ 


CATEGORY  B 


[JT.’t  ry*  ; 


713-F3-R00S2 


r  v»i”  i ' 


General  Oynamics  Company 


19  December  1966  ORIGINAL 


This  program  provides  an  analytical  method  for  calculating  the  bending  stress 
at  a  point  in  a  given  direction  on  a  loaded  concrete  pavement.  The  load  on 
the  pavement  is  considered  to  be  uniformly  distributed  over  the  entire  contact 
area,  such  as  the  contact  area  of  an  aircarft's  tires  on  a  runway. 


e.  mmiiu  meiricATiaM 


FORTRAN  IV 


Conventional  engineering  techniques  are  utilized.  Standard  programming  methods 
in  FORTRAN  IV  are  used. 


Program  is  for  Honeywell  6000  series  computer  but  can  operate  on  any  compatible 
system.  No  special  computer  equipment  is  required. 


Input  consists  of  the  data  required  to  define  the  runway,  the  gear,  and  if 
K  vs  h  curve  generation  is  desired,  (o,G)  input  pairs. 

Output  data  is  listed  with  identifying  headings.  Normal  output  shows  runway 
characteristics,  gear  characteristics,  and  pavement  stress.  The  wheel  sub¬ 
totals  as  a  function  of  gamma  can  be  listed  using  a  program  option.  When  (o,G), 
input  pairs  are  supplied,  the  data  for  K  vs  h  curve  generation  is  printed  out. 


Complete  documentation  of  this  program  is  available  from  the  Engineering 
Computer  Programs  Library  (ECPL),  WES. 


F 


t 

! 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


TITLE  OP  PROGRAM 

program  no. 

ISBILD  -  Static  Analysis  of  Embankments 

741-F3-R0071 

preparing  agency  |j.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Data 
Processing  Center.  P.  0,  Box  631,  Vicksburg.  MS  39180 _ 


AUTHOR(S) 

OATS  PROGRAM  COMPLETED 

i  status  op  program  1 

Y.  Ozawa 

STAGE 

J.  M.  Duncan 

November  1975 

OP 

A.  PURPOSE  OF  PROGRAM 


Analyte  the  state  of  static  stresses  and  movements  in  embankments. 


IT  PROCBaM  SPECIFICATHWS - 

Written  in  FORTRAN  IV  Timesharing  Program. 


C  METHODS 

Uses  the  Finite  Element  Method  of  analysis  to  incrementally  construct  embank¬ 
ments.  Preexisting  parts  and  foundation  may  be  included. 


B.  IWITCTnT  ETTaO - 

Remote  job  entry  terminal  and  central  processor. 


E.  INPUT  -  OUTPUT 

Input  is  by  cards  from  IUE  terminal. 
Output  comes  back  to  RJE  terminal . 


P.  ADDITIONAL  REMARKS 
Program  is  available  on  WES  G-635. 


CATEGORY  B 


ELECTRONIC  COMPUTER  PROGRAM  ABSTRACT 


title  of  program  Interactive  Graphic  Pre-Processor  for  Prograir  program  no. 
ISBILD  -  GISB _ _  74 1 -F3-R0070 


preparing  agency  U.  S.  Army  Engineer  Waterways  Experiment  Station,  Automatic  Dat 
Processing  Center.  P.  0.  Box  631.  Vicksburg.  MS _ _ 


AUTHOR(S) 

DATE  PROCRAM  COMPLETED 

i  STATUS  OF  PROGRAM 

Jim  Jones 

STAGE 

WES 

November  1977 

( 

A.  PURPOSE  OF  PROGRAM 

To  interactively  prepare  data  for  the  FEM  embankment  analysis  program  ISBILD. 
Display  or  generate  input  geometry  and  make  modifications. 


irrwsgirnrffTCTrTeTngBr 


Written  in  FORTRAN  IV  Timesharing  Program. 


C.  METHODS 

Interactive  graphic  procedure  using  CCS  software. 


D.  EQUIPMENT  DETAILS 

Low  speed  terminal.  Central  processor. 


E.  INPUT  -  OUTPUT 

Input  may  be  entered  interactively  from  terminal  or  read  from  a  previously 
prepared  data  file. 

Output  may  be  displayed  and  saved  for  use  in  other  programs. 


F.  ADDITIONAL  REMARKS 


Program  is  available  on  WES  G-635. 


10.  Earthquakes  &  Dynamics 
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CATEGORY  A 


ELECTRONIC  COMPUTER  PROGRAM  ARSTRACT 

Ititii  op  «««»«  Vertical  Propagation  of  Shear  Waves  Through  *"06**“ Ma 
a  Horizontally  Layered  Soli/Rock  System  (SHAKE  2) _ 7 A 1-F3-R0005 


nifwiao  mat* cv  U  of  California,  Berkeley/U.  S.  Army  Engineer  Waterways  Experi 
ment  Station,  Geotechnical  Laboratory,  P.  0.  Box  631,  Vicksburg,  MS  39180 


Au+Hbartl  1.  Schnabel,  p".  B. 

BJWfflMMtrC0IIPLKT  to 

STATUS  OF  MQCRAM 

2.  Lysmer,  J. 

1  Jan  72  -  original 

ITA«| 

3.  Frank  McLean  Modified 

31  Dec  73  -  MOD  5 

T.  runrcmx  or  paooaam 


The  program  computes  the  response  in  a  layered  soil/rock  system  subjected  to 
transient,  vertically  traveling  shear  waves. 


i.  nooiiM  •ncinorimi 

Program  in  FORTRAN  IV. 

£ 

Program  requires  40  memory  for  execution  on  GE  635  system. 


C.  HCTMOOS 

The  method  i's  based  on  Kanai’s  solution  to  the  wave  equation  and  the  Fast 
Fourier  Transform  algorithm.  A  varied  set  of  operations  of  interest  in 
earthquake  response  analysis  can  be  performed. 


o.  louinMNT  orr  ails 

Original  CDC  6400,  later  adaptions  to  Univac  1108  and  IBM  360/370. 

This  version  adapted  to  GE  635  —  card  reader,  printer,  punch  required. 


T.  (MKOt-duiW  ' 

Input  —  punched  cards 

Output  —  printed;  punched  cards 


».  AOOtTtONAh  «■»»«« 


Program  distributed  by  NISEE/Computer  Applications. 

This  version  obtained. July  1974  and  adapted  to  GE  system. 

Source  reference:  EERC  72-12 

College  of  Engineering,  University  of  California,  Berkeley,  California. 
Complete  documentation  of  this  program  is  available  from  the  Engineering 
Computer  Programs  Library,  Technical  Information  Center,  WES,  Vicksburg, 
MS  39180  _ _ _ _ _ ’ 


me  fork 
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In  accordance  with  letter  from  DAEN-RDC,  DAEN-ASI  dated 
22  July  1977,  Subject:  Facsimile  Catalog  Cards  for 
Laboratory  Technical  Publications,  a  facsimile  catalog 
card  in  library  of  Congress  MARC  format  is  reproduced 
below. 


hadhakrishnar. ,  N. 

List  of  soils,  s~il  structure  interaction,  and  other 
related  computer  programs  available  for  LMVD  engineers  : 
final  report  /  compiled  by  .  Padhakri shnan  and  Paul 
K.  Senter  (Automatic  fata  Processing  Center).  —  Vicksburg, 
Miss.  :  The  Station  ;  Springfield,  V a.  :  available  from 
NTIS ,  [1981]. 

lL6  p.  :  ill.  ;  27  cm.  —  (Technical  report  /  U.S. 

Army  Engineer  Waterways  Experiment  Station  ;  K-81-1). 

Cover  title. 

"May  1991." 

"Prepared  for  U.S.  Army  Engineer  Division,  Lover 
Mississippi  Valley." 

1.  Computer  programs.  2.  Soil  mechanics. 

3.  Soils.  L.  Structural  engineering.  I.  Senter, 

Paul  K.  II.  United  States.  Army.  Corps  of  Engineers. 

Lower  Mississippi  Valley  Division.  III.  U.S.  Army 
Engineer  Waterways  Experiment  Station.  Automatic 


Radhakri shnan,  N. 

List  of  soils,  soil  structure  interaction  :  ...  1981. 

(Card  2) 

Data  Processing  Center.  IV.  Title  V.  Series:  Technical 
report  (U.S.  Army  Engineer  Waterways  Experiment  Station)  ; 
K-81-1. 

TA7.W3L  no. K-81-1 


